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Domestic Engineering says:—Now that the fair sex have 
secured the right of suffrage in Illinois and other states, 
it will be interesting to observe what political steps they will 
take to insist upon more public comfort stations in the larger 


cities. 





ATTENDING CONVENTIONS. 





ASTER plumbers are to be congratulated on 
the splendid progressive and scientific spirit 
that permeates the present-day conventions 

of the trade. In all parts of the country where state 
conventions are held, this onward and upward trend 
is clearly noticeable. 

The dignified and orderly character of these an- 
nual sessions, coupled with the masterly addresses, 
technical, scientific and otherwise, would almost lead 
the average observer to compare them with a physi- 
cians’ or other professional mens’ convention. 

This thought was expressed very aptly at a western 
state convention of the trade some weeks ago. An old 
and honored member rose to his feet just before the 
final adjournment of the session. 

“Gentlemen, I’m proud of you, your gentlemanly 
behavior, your dignified bearing, your intellectual 
progress. Why, you fellows look like a body of doc- 
tors, instead of a bunch of plumbers. 

“Gentlemen, I’ve seen this association of ours, grow 
from rowdyism to respectability.” (Laughter). 


The member’s remarks were no idle buncombe. The 
association has indeed grown into an organization of 
dignity, eminent respectability and increasing influ- 
ence. Going to attend a convention of the trade now- 
a-days is an educational investment for the master 
plumber, and not a mere matter of taking a trip to 
have a good sociable time. 

Now and then you meet a master plumber who sus- 
pects that he “knows it all” and feels that attending a 
convention is a waste of time and cash. But this 
type of plumber forgets that it takes all kinds of peo- 
ple to make a world. Likewise it takes all kinds of 
minds to make a convention. In view of that fact, 
the “know it all” brand of plumber should bear in 
mind the thought that there may be some brains at 
the convention that might enlighten him on divers 
subjects of vital import to him as a business man. 

The progressive craftsman should feel that there is 
always something new to learn. Knowledge of any 
kind has many ramifications, many different angles. 
Your angle of opinion on a proposition may be half 
correct, Bill Jones’ opinion three-fourths correct, and 
somebody else may express an opinion that makes a 
big hit with everybody, because it seems to contain 
the truth, pure and unadulterated. And immediately 
the wisest delegate sitting in the convention will raise 
his eyebrows, scratch his head and say to himself— 
“By Gosh, that’s a crackerjack of a good point. Why 
didn’t I ever think of that?” 

There is an old proverb that runs something like 
this—“The wise man fully appreciates his own ignor- 
ance and strives to learn something from everything 
and everybody.” There is a world of truth in this. 

The man of real wisdom realizes that there are 
always new ideas, new points of view, in short, new 
and unexplored regions of knowledge to be discovered. 
He also realizes that what was new today may be old 
tomorrow. Therefore, gentlemen of the plumbing 
fraternity, those of you who have figured on staying 
away from your state convention. Get busy, and 
make up your mind to join the boys at your coming 


state convention. Be on deck when the roll is called. 


It’s to your interest to be there, and you know it. 





New Public Comfort Station at Salt Lake City 


The West is Not Behind in Its Improvements for the Public 
Benefit, and This Station is in Line With the Salt Lake Policy 
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the Men's Section of the New Underground 


Public Comfort Station at Salt Lake City, Utah. 
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Modern Practice in Heating and Ventilation 


XIII.—Various Devices for Forcing Circulation in Domestic Hot 


Water Heating Plants. 


By ALFRED G. 


N the the 
Honeywell Generator and the Honeywell System of 


preceding chapters we have mentioned 
Accelerated Hot Water Heating and in completing 

our discussion of accelerated methods we desire to call at- 

tention to other devices—old and new—for use in placing 

hot water system under a slight pressure. 
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i—Method of Placing a Hot Water 
Under Pressure by Employing a Safety 


Figure 


believe that it is due to the forceful methods and aggres- 
Sive advertising of this specialty that accelerated water 
heating is where it is today, viz.—the leading method of 
heating for residences, and the success thus attained has 
led to the devising of other methods and of bringing out 
other appliances for this purpose, many of which we de- 
sire to illustrate and describe. 

These are known as generators, accelerators, heat re- 
tainers, heat intensifiers, etc., all of which are designed to 
allow an increase in the temperature of the water in a hot 
water heating system by sealing it to the atmosphere and 
by the maintenance of a small pressure within the ap- 
Paratus quicken or accelerate the circulation. 

Long before the advent of these auxiliaries various types 
of safety valves had been employed for this purpose, the 
valve being placed on the combined vent and overflow 
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Heat Retainers, Intensifiers, Generators 


KING 


pipe ot the expansion tank frouble was ftrequently es 
perienced when safety valves were thus employed due to ; 
vacuum torming in the tank and upper part of the heating 
system. To obviate this an ingenuous metl 
ing the vent and overflow was devise : \ 
higure 1, or by Figure 2 which in princy : t 
the method illustrated = 
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—Showing a Different Method of Employing a Safet 
Valve on a System of Hot Water Heating 


Figure 2 


cord or chain from the lever of the safety valve to a con- 
venient point and to frequently test the valve and see that 


it is operative 
The Phelps Heat Retainer. 


One of the earliest devices to be placed on the 
was the Phelps Heat Retainer. This consists of a doubl 


acting valve enclosed in a cast iron box as illustrat: 


Figure 3. The disc of the valve leading to the expan 
tank is weighted 
sixteen and one-half pounds on the system. 
end of the valve or that leading towards the heating system 


sufficiently to maintain a pressur‘¢ 


The opposite 


is not weighted and the water can flow into the system 
from the tank thus keeping the system completely filled 
with water at all times so long as there is water in the 


tank. It is claimed that the valves being constantly sub- 
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merged in water cannot stick or become inoperative, and 
the water in the system can attain a temperature of 250 


degrees without boiling. 


The Belknap Generator. 


Figure 4 shows a sectional view of the Belknap Gen- 
erator, a device which in principle is quite the same as the 
Phelps Heat Retainer, except that no weights are used 
on the valves, and in their stead springs of phosphor 
bronze are employed which hold the discs of the valves 
The entire generator is made of 
(same as a radiator valve) and is nickel 


firmly against the seat. 
steam metal 


plated and therefore—unlike iron—cannot rust. 


The peculiar mechanism of the generator is such that 
sediment cannot interfere with or clog the openings and 
the cutting of the valve stem and seat at different angles 
and allowing only of a knife edge bearing precludes the 


possibility of sticking. 
The operation of the generator is very simple. 


perature until ten pounds has been reached 
#> of an inch by compressing the spring. This allows the 
water to pass through the valve to the expansion tank and 


lowers the temperature of system, contracting the water 


in it and forming a vacuum 
Vent snd 


in the radiators allowing the 
water to return from the ex- Ove r£/o WV 


pansion tank to the radiators 
cools. The 
due to its 
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returning water 
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weight above the generator 
opens valve B and allows the 
water to return to the sys- 
tem. Experiments have 
shown that the vacuum cre- 
ated is sufficient to unseat 


valve B without the weight 


or static head of the water 


above it. 
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The “B” Heat Intensifier 


One of the later 
accelerating 
placed on the market is the 
“B” Heat Intensifier of the 
National Steam Specialty Co., 
a sectional view of which is 
given by Figure 5. The semi- 
ball of the valve chamber (A) 
and the seat of the ball valve 
(B) are made of the 
carbon substance as the disc 
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devices to. be 






Same 


of a Jenkins valve and will 
withstand 100 
sure in a water temperature 
of 400 ahr. These are a_ vegetable’ sub- 
stance which will not adhere to the metal parts of the 
valve as there is no affinity between vegetable and mineral 
matter; thus the valves will not adhere to each other and 
cannot stick. 

The contact of the semi-ball supporting the movable 
valve chamber with the metal shell of the intensifier js 
but s of an inch and the contact between the bronze 
ball (C) and the composition seat (B) is only # of an inch, 
showing how little would be the possibility of their stick- 
ing should there be no carbon employed in the ball or 
seat. 


Figure 3—The Phelps Heat 


pounds 
Retainer, 


pres- 


degrees 
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When 
the system is fired a pressure is created due to the ex- 
panding water which 1s exerted against the valve marked 
A. The pressure, of course, rises with the increasing tem- 
when the 
pressure against the seat of valve A raises it approximately 
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The movable valve chamber is held in position by 
Phosphor Bronze spring (D) which is set and locked 
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Figure 4—The Belknap Generator. 
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Figure 5—The ‘‘B’’ Heat Intensifier. 


operate at ten pounds pressure. This spring is guaranteed 
against the possibility of loss of tension. 

The valve chamber (E) never lifts more than ™% of an 
inch and this lift opens the valve to the full capacity of a 
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é-inch pipe which will easily take care of from 3,000 to 
000 square feet of radiation. 

The device is placed on the expansion line leading to 
the tank in a similar position as other devices of like 
nature, and being round in construction and small in size 
it takes up no extra room and is easily connected to any 
hot water system. Its operation is due entirely to the 
pressure obtained from the expansion of the water in 
the system when heated. 

The radiator valve sizes and also the sizes of pipe and 
pipe connections for all accelerated systems may be 
reckoned as noted in the preceding articles, and the radia- 
tion under ordinary conditions may be reduced from 10 to 
15 per cent from that required for an open tank gravity 
system. 
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Figure 6—Sectional View of ‘“‘The Masterpiece’’ Generator. 


As soon as the many advantages of employing a slight 
or medium pressure on hot water systems of heating are 
generally known and appreciated there will be but few 
if any open tank systems installed, and while many of the 
fitters of the present day are passably acquainted with the 
methods in erecting accelerated hot water heating ap- 
paratus there are still a great number who neither under- 
stand nor appreciate this work. This perhaps is not a 
strange fact when we remember that it is but little over 
ten years since the method was introduced. 


Other Accelerating Devices. 


The “Masterpiece,” a device manufactured by the Wat- 
son Specialty Co., and shown by the sectional drawing, 
Figure 6, is another type of generator controlled by valves. 
These valves are ball valves made of bronze, the other 














DOMESTIC ENGINEERING 233 


parts of the generator are made of steam metal to avoid 
rusting or corrosion. 

The upper and lower ends of the generator are threaded 
for pipe connections, the upper connection leading to the 
tank, the lower connection leading to the heating system. 
Connected with the lower end of the generator by a 
passageway is the valve chamber marked “A.” In the 
floor of this chamber is a hole which forms the seat for 
the valve ball “B.” Into the top of this valve chamber 
is screwed a small brass pipe several inches long. The 
upper open end of this pipe forms the seat of the small 
ball valve marked “C,” which is held to its seat by the 
weighted cylinder marked “D,” the upper part of which is 
reduced in diameter and cut away to form a sort of 
“cage.” This “cage” hanging for the most part below the 
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Figure 7—Sectional View of a Tank Circulator. 


ball constitutes the weight upon the valve and fits quite 
loosely over the pipe (there being about + of an inch 
play), the “cage” guiding the ball valve and being cut away 
to allow for the free escape of the water. 

The lower ball valve “B” is not weighted, put is held 
on its seat by the difference in pressure on the two sides. 

The weight of the “cage” or cylinder resting on the 
upper ball valve is so adjusted that an excess of pressure 
of 10 pounds will just lift the valve. The sectional 
illustration shows the position of the parts when the 
pressure in the heating system has reached a value 10 
pounds greater than the static pressure due to the head of 
water in the expansion tank. The lower valve “B” is held 
to its seat by the excess of pressure; the upper valve 
“C” is lifted from its seat by the excess of pressure over- 
coming the weight of the valve and the weighted cylinder. 
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Water now flows out of the heating pipes until the dif- 
ference in pressure drops below 10 pounds. This action 
whenever the pressure in the system rises 
pounds 1 if the pressure on the ex- 

le of the 
Generator is a mercurial device 
the top outlet of the expansion tank and the 
type of generator, is a 
side of the tank, both of 
system to the atmosphere 
10 pound pressure on the 
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Application of Tank Circulator to An 


Accelerated System 


to prevent freezing when the tank is located in an ex- 

posed position. There seems to be a misunderstanding 

as to how this may be accomplished without interference 

thie pressure on the system. 

this connection ceive two illustrations. Figure 7 

a sectional vi a casting called a “Tank Cir- 

rr,” and Fig ws its application or the method 

of installing it o1 ated hot water system. 

\n examination istration, Figure 7, shows the 

be a hollow casting with a passage directly 

- center surrounded by a water chamber. There 

nection between the two compartments. It is 

flow to an upper radiator as shown by Fig. 

he circulation or flow of hot water to the radiator 

directly through the circulator warming the water 

chamber surrounding that through which the cir- 

flows to the radiator. From this outer compart- 

re are two connections; one near the top for the 

flow and one near the bottom on the opposite side of the 

casting for the return, and the circulating pipes (flow and 

return) to the expansion tank are connected as illustrated 
by Figure 8. 

The fact that the return circulation from the tank is 

connected to the expansion pipe leading from the gen- 
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erator to the tank does not interfere with the circulat 
between the tank circulator and the tank as the wats 
this pipe is cold and lies dormant, being above the 
erator and outside the influence of the circulation in 
heating system. 

The returning circulation from the tank through 
upper part of this expansion tank will seek the first out 
and this is the return circulation to the tank circulato: 

This tank circulation may be considered as a sepa 
small heating apparatus, the circulator taking the pla 
the bouler, the pip connections to the tank are the 
and return pipes of the system and the expansion 


is the radiator supplied by it. 


VALENTINE PARTY OF THE MASTER PLUMB. 
ERS IN KANSAS CITY, MO. 


One of the most pleasant social events in the ranks 
the Association of Master Plumbers of Kansas City, M 
this season, was the valentine party given at the hom: 
Mr. and Mrs. M. P. Connor. Mr. Connor was recent! 
elected state president of the Missouri association. M1: 
Connor, late secretary the Women’s Auxiliary, was 
sisted by Mrs. J. C. Friel, the retiring president of 
Auxihary, and by Mrs. Jno. Brickey. The invitations 
cluded the husbands and families of the members of 
Auxiliary, and many other friends \ large and met 
crowd attended. The house was tastefully decorated, and 
much merriment was created by the proceedings 
“kangaroo court,” organized for the trial of the delegat 
to the late state convention in St. Louis. As the victin 
entered they were promptly arrested by the policema: 
the redoubtable and valiant Wm. Whitsel, who forcibly 
“haled” them into the august presence of the “court. 
Mr. Connor, as prosecuting attorney, and L. H. Smith, 
the judge, made short shrift of the unlucky prisoners, 
and their “fines” were uproariously applauded. 

Card games filled up a very enjoyable evening, and the 
dainty repast served was thororghly appreciated by the 


merry party of guests. 


ANNUAL ELECTION OF OFFICERS OF KANSAS 
CITY WOMEN’S AUXILIARY. 

The annual election of officers of the Women’s Auxil- 
lary to the Association of Master Plumbers of Kansas 
City, Mo., took place on Thursday, February 12, when 
the following officers were elected: Mrs. F. Hacker, 
president; Mrs. Wm. Whitsel first vice-president; Mrs 
H. Sivewright, second vice-president; Miss Leona Han- 
son, third vice-president: Mrs. C. E. Jones, secretary 
Mrs. Wm. Cowger, treasurer; Mrs. M. C. Engegas, corr: 
sponding secretary. A pleasant surprise was given | 
Mrs. J. C 


tion of a beautiful silver casserole, as a token of app 


Friel, the retiring president by the presen! 


ciation of the faithful services to the Auxiliary during 
past year. The reading of the various yearly report 
shows the affairs of the Auxihary to be in a flourishing 
condition, and an interesting and profitable year’s worl 
is planned and expected. 

The banquet is to be held at the Coates House on Tues- 
day evening of February 24, 1914, and a good attenda! 
is hoped for. These annual, affairs have in the past pro 
a decided success, and a good time is anticipated. 

Michael Boylan, senior member oi the plumbing firm 
of Boylan & Co., of Virginia, Minn., has just been elec! 
mayor of his town by an overwhelming majority. 








Little Sidelights on Men in the Jrade 


Work, Dynamic Work—That’s His Great Hobby 





Invent a 


ORK was 

on that Some- 

temptin’ Morn. 
when demure and_ roguish 


\dam 


SOvTTi¢ 


Mr. 


ancy orchard apple 


iiss Eve handed 


sav it was a high grade lem 
on. Perhaps they are right, 


ore or less. ror it’s the only 


nstance on record where an 


1 
TV1)1 
cap pat 


was not an apple, fig 


uratively speaking, 


Well, sir, if that famous 
d boy they call Adam had 
nt sampled that fine = sun- 


kissed fruit, his countless d 


scendants would undoubted 


ly have developed, one and 
ll, into an indolent. idle. and 
WM d-tor nothine set (>} hye 


ngs. This planet would have 


become ae veritable loafers’ 


p iradise, 


With the apple came work, 


and work has been the sal 
vation of man. Work has 


been the and all- 





dynamic 











powerful force that has made 
Ahrens, 
Nifz. te. . at 


yy eodore 


human civilization what it is 


today. This is true of indi- 
viduals as well as of nations. 

And now, gentlemen of the plumbing and heating game, 
about 


Pete 


while we are discussing the fine philosophical points 
this work proposition, we will ask Moving Picture 
to kindly turn on the current and switch the limelight on 
a Louisville and Pittsburgh, gentleman, Theodore Ahrens, 
president of the Standard Sanitary Manufacturing Com- 
pany, of Pittsburgh. 

Mr. Ahrens was introduced to work when he was quite 
a small shaver, and he’s been keeping steady company 
with it He 


fact they are tickled nearly to death to give each other 


ever since. and work are inseparable. In 
the glad hand any and every day in the year. 

He is what is popularly regarded as a self-made man. 
He received only a limited education in school, but he 
has since had a very extensive education in the conditions 


His 


is a strong personality full of energy and dynamic force. 


and affairs of men in the great school of experience. 


It has been said of him that when he puts his hand to a 


complicated matter of business, he shakes the absolute 


net total out of it in about the time that a terrier takes to 


| 


-and in about the same fashion. 


t. | 
Snake 


There 


the life out of a rat— 


little measure of exaggeration in this, 


may be some 
but Ahrens probably comes as near to it as any human 
being. 
Mr. Ahrens was well named when he was christened 


Pheodore which, according to the Greek, means “the gift 
It is not only an illustrious name, but it is 
We have a dim recollection of 


of God.” 
likewise a strenuous one. 
an energetic gentleman who used to flourish a big stick in 
the city of Washington whose name was Theodore. That 
Strenuous old boy certainly made things interesting for a 
while. He was another one of those chaps who would go 


President 


at 
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the Standard Sanitary nize worth, 
Pittsburgh, Pa —_ , ; 
Pheodore Ahrens was born 
of German parents in Balti 
\ } ’ ; " )y Y < ‘Th . ’ mit yr) ved 
more, Md.,. nearly fittyv-five years ago le family mov 
‘> Louisville when vyoune Ahrens was only six weel 
old He left school at the age of tourteen years to enter 
his father’s brass works as an apprentice hive yeat 
later he went east for a broader experience in the bras 


He worked. in the large factor 


Haydenville, Mass., 


York City. 


manufacturing business. 
of Haydenville Co., at 


Nathan & Dreyfus in New 


When Mr. Ahrens arrived at his may ithe 
called him home to become a partnet im) ot tae plumb Oo 
and steamfittine business of Ahrens, Welker & Ryat 
In the five vears that followed he obtained a thoroug 


practical knowledge of contract plumbise and steamfitt 
His father had 1 


formed a co-partnership with Henry Ott, 
and in addition | 


to operating a Drass found! 
business in 


ducted a limited 


In 1885, or when the young man was twent 
of age, he joined father and M C)tt mn the lip 
business, which was then incorporated a The Al 
& Ott Mite. Co In the same vear h tarted tor 1 
Company, the manufacture of soil pipe and_ fittings 
sinks and other cast iron goods used by the plumbing 
trade The business yrew very rapidly and soon took 
front rank in the manufacturing and supply busine 
of the south 

In 1893 Mr. Ahrens decided that his company could 
make enameled sanitary ware, such as bath tubs, sinks, 
lavatories, etc. Until then the manufacture of such 
goods had been confined to three or four factories. Suc- 
cess attended the effort from the very start. By the 


introduction of new methods the cost of production was 


decreased and a corresponding reduction made in the 
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selling price, while the quality of the ware itself was 
improved. 

In 1900 the business was consolidated with that of 
Standard Mfg. Co., of Pittsburgh, and Dawes & Myler, 
of New Brighton, Pa. It was then incorporated under 
the name of the Standard Sanitary Mfg. Co., with Theo- 
dore Ahrens as President, and he fills that place today 
with his energy undiminished and his ability only in- 
creased by the lapse of years. 

Mr. Ahrens has served his home city as president 
of the Board of Trade and declined greater honors 
rather than sacrifice any time in other directions from 
the business he has so successfully built up. 

In 1908 Mr. Ahrens went to Arizona for an indefinite 
stay on account of his health. He had been a sufferer 
for some time from what eminent specialists diagnosed 
as tuberculosis of the spine. He was provided with a 
kind of straight-jacket to relieve the spine from the weight 
somewhat. To wear it was torture and the device must 
have come down from the Inquisition. 

Did he have tuberculosis of the spine? Not on your 
life nor of anything else. It was the old story of the 
Mountain and the Mouse. Indeed there was a slight dis- 
placement at one point in the vertebrae—a legacy perhaps 
from the days of his earlier physical activity and prowess 
in transforming himself into a double bow-knot at the 
Louisville Turngemeinde. It is said that a blacksmith 
corrected the wayward anatomical member without using 
any of the tools of his trade. That is doubtless a canard, 
but there can be no doubt that Mr. Ahrens’ health was 
restored. He came back from Arizona in about fifteen 
months, and some of his subordinates in business have 
thought at times, from the questions he asks and the 
tasks he sets, that perhaps whoever or whatever restored 
his health rather overdid the job 


Public; SV 
Plumbers® S 


The Eberle Plumbing Co., Memphis, Tenn., recently 


sent out to a number of their customers a most attract- 


ive calendar souvenir, showing in colors, an illustration 


— 
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entitled “The Swelling Tide,” by G. Howell Gay. The 
reproduction herewith shows in a general way the at- 


tractiveness of the souvenir. 
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How It’s Done in British Columbia. 


Harry Hanson, a master plumber, of Prince Rupert, | 
ish Columbia, has found the policy of advertising in | 
newspapers a successful medium for attracting business 
way. His advertisements which he writes himself are 


cise and to the point. He words them in such a manner 


PUBLIC NOTICE | Mr, Householder: 


i 
' 
De you appreciate that you are 


a CHANCE To WIN —_— 
WASTING FUEL by not having 


I will forfeit the above am-' your stove connected so that 5 ou 


t f th ; at can heat the water iu your Hor 
ount i ere is any stove in WATER TANK quickly? Soy, HoT 
Prince Rupert that I cannot WATER for the bath in TWENTY 
cause to give perfect efficiency 


MINUTES or water sufficiently hot 
in heating its hot water tank 





to wash dishes in TEN MINUTES, 
and this without the expenditure 


} f . . 
without anv increase in fuel or of ove additional ounve of con! 


in any way effecting its baking HARRY HANSON 
qualities. My device is new in | The “RELIABLE PLUMBER.” 
this city although I have in- Will Explain It to ¥ 


ALL HIS WORK GUARANTEED 
Phones 489 and 262 





stalled quite a few. Don't wait 
hours for your hot water. Get 
my devise and enjov satisfac- 


hae Mhe price vs very reasou- || THE RELIABLE PLUMBER 
| HARRY HANSON 
Harry Hanson ™ i 
The Reliable Plumber } Hotel and Restaurant. Work 
PHONE 489 Plums 


i n ! | Frost 
: ; fork ~ ne Promptly and Guaranteed at 
Second Ave., near McBride St. | Reasonable Prices 
ity One Trial Will Convince You 


that the public are sure to take notice when scanning the 
newspaper. 

We reproduce herewith a few samples of Mr. Hanson’s 
ad-writing which are undoubtedly worthy of study on the 





- 





part of master plumbers who are contemplating the news- 
paper campaign of publicity. 


PUBLIC COMFORT STATION. 


Plans have been prepared for the construction of a 
public comfort station at Spruce Street and the Court 
House Square in Scranton, Pa. 

Journeyman plumbers of Dayton, O., have urged Coun- 
ty Commissioner Brenner to use his influence towards 
having a public comfort station established in that city. 
' The Tenth Ward Improvement Association of Wheel- 
ing, W. Va., is making efforts to have a public comfort 
station constructed at Broadway and Chippewa Street 
in that city. 

A public comfort station will soon be constructed at 
Waterloo, Iowa. A sum of $16,000 has been appropriated 
for the purpose, and the city council has been asked to 
provide for a small tax levy to secure additional funds 
for an up-to-date station. 


et 


SYRACUSE MASTER PLUMBERS ELECT DELE- 
GATES. 








The Master Plumbers’ Association, of Syracuse, N. Y., 
at its regular monthly meeting, held last week, elected the 
following delegates to the state convention which is to be 
held at Utica, N. Y., on March 10th and 11th: Michael F. 
Burke, Chas. A. Kienzle, August Schall, T. X. Donovan, 
John R. Walsh, William Drexler, J. J. Reidy, Geo. W. Poy- 
sen and Fred W. Soper; alternates: J. L. Curran, John 
Oswald, Walter Coling, P. D. McCarthy, E. G. Houde, /as. 
McDonald, Geo. L. Bauer and J. J. Kennedy. 












Ohio Master Plumbers in Largest Convention 


New Gibson House, Cincinnati, Scene of Enthusiastic Gathering 


on February 17, 18 and 19th. 


ITH a gain of 163 members the past year the Ohio 
Master Plumbers’ Association now numbers 510, as 
reported by Secretary Ellen. 

The meeting at Cincinnati was not only enthusiastic, but 
brought forth addresses and opinions of the wide-awake men 
of the craft that shows the spirit of progress fostered by the 
trade in Ohio. 

The choice of the Gibson House, just recently completed, 
as headquarters, met with the approval of everyone. 


Tuesday Morning Session. 


President F. W. Sponseller, of Canton, in opening the first 
meeting, which was held in the ballroom of the New Gibson 
House, commented on the presence of so many ladies, the 
earlier meetings of the association having had few in attend- 
ance. 

\fter the invocation by Rev. Hugo Eisenlohr, A. J. Mur- 
phy, president of the Cincinnati local, introduced Mayor 
Spiegel. The mayor said: “Some of you do not realize how 
important a factor you are in the hygienic scheme of today. 
Your work in the prevention of disease 1s more important 
than that of the doctor in his line.” 

Geo. A. Dieterle, president of the Chamber of Commerce, 
told of the early history of the city, of its many industries, 
of the old wooden water mains and of the present efficient 
waterworks system. 

James Allison, the third president of the National Asso- 
ciation, a resident of Cincinnati, and now retired, spoke of 
some of the early days of the national body. THlis was the 

3 
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The Cincinnati Committee. Top row, left to right, Jas. C., 
Mrs. Wm. A. Botley, Mrs. Edward J. Nolan, Harry G. Franklin, 
Middle row, Edw. B. Schonhoft, Mrs, John J. Vogelpohl, Mrs. 
Mrs. Andrew J. Murphy, Mrs. Jas. P. Doyle, Mrs. Ray J. Hillenbrand, Mrs. J. B. Laumann 
Bottom row, John G. Fern, F. X. Farrell, secretary, Andrew 
J. Dyer, J. B. Laumann. 








Many Ladies Were in Attendance 


responsibility for the motto, “They builded better than they 


] , ‘ 1 - sé ‘ : : 
h has stood the test Oot time | have never fot 


re 
Anew, Will 
gotten my early experience when the association was 
formed in New York City in 1882,” said Col. Allison. 


, 


—_— 


“Col. Geo. B. Scott was the first president, wed by 


-_ 
- 
_"s 
—— 
~ 
— 
~~ 


Andrew Young, and at St. Louis 1 was honor: 
re-elected at Deer Park, Md.” 

A. J. Murphy presented President oponsellier with a gavel, 
after which Vice-president James A. Wood, of Toledo, spoke 
of the many new members secured and the new locals or 


‘ , ’ ‘ 
| don't opiect to the cartooning ot 


~» 


ganized the past year. 
the plumber. We know we are the most honest people on 
os oo @ I ‘ 2 . sal | , & ie . . 
earth, otherwise W ¢ would Nave more money ran we 
have,” he said. 


Past National President \. ( kynon. Or Canton. in a hort 


talk told of his appreciation of the honors bestowed upon 
him, and of the hard work these entailed. “We're not hter 
ary men, nor orators,’ he said. “Not many vears back w 
wouldn’t have much to do with our competitot We meet 
as brothers toda) The people didn't seem to realize that 
we were Sanitarians until we told them urselve 7 Some apt 


stories concluded Mr. Eynon’s remarks 

National Director David H. Roberts, ot Clevelar 
tended vreetings from President Chris Irving, of Denver, 
who regretted that he could not be present. Mr. Roberts 


spoke of the high standard attained by the Oh 


_ 
a 
j 
f 
— 


tion, “Ohio has had three national presidents and ha 
24 years been represented on the national board of «i- 
rectors,” said Mr. Roberts ae then told SO. rte rele nrs 


i 
mB? 


, 


Kkdw. J. Nolan, Miss Marie Dyer, Mrs Htarry W Dressler, 


Ray J. Hillenbrand 
Thos. J. Dyer, Mrs. KMdward Frank, chairman ladies’ 


committee, 


Murphy, Edward Frank, chairman, John J Vogelpohl, Thos 





DOMESTIC ENGINEERING Vol. LXVI, Ni 


Trainor, oft Baltimore, committee, and recommended that the sons of the mem 


training for positions of later responsibility, wi 


ylementary report 1M wt 


with apprentices. 


serve tour years, 
complete 
committe 


i ¢ rtii cate 


vere received from the Zanes\ 


- rT | given during the flood, 


; - 
on the same supnret 


Wednesday Morning Session. 
Find —_—s 1) ’ 


Plumbing Trade” 


Drayer 
composed of William 
and Walter F. Kirn. brought ft 
x discussion. ‘Each man must figure 


said Mr. Haas. “Figure the job 


selling price, including fixtures and labor 


of extending your costs have your selling prices 
sheet Where a dozen bidders are after a job | 
tr} 


customer I am too busy to figure with him. | 


up my costs recently and found that for every pro- 
ductive hour of labor for a year my other expenses were 
and spoke th x 4 vent over 235 cents. You can't buy labor at 55 cents per hour, 
sell it for 75 cents, and come out even.” 


\n interesting discussion ensued, in which A. Jerome Mut 


' 7 
sidgent tiarry 
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Members and Guests at the Twenty-third Convention of the O! 
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Morgan, Walter |} 
Cahill and A, 


Kirn, D. 


J. Murphy 


ry, sam W. Shearer, E. H. 
Roberts, Chas. F. 


OK part. 


Henry, H. P. 


The report of the sanitary committee was presented by 


in Cy, ern, the other Brooks and 
as. W. Wilson. 


control of local boards 


members being John A. 
The placing of plumbing inspectors under 
1 


. | 4 ‘. 1 
WaS acy cated, aS WeEll 


the education of the public to a better 


Appre ciation of 


Wednesday Afternoon Session. 
the afternoon 


(Groeniger, Ohio's State 


[he teature of 
ion. ¢.. 
his usual energetic stvle 
from the effects of alcohol.” said M1 


esented in 


lumbing is now recognized as a mighty big factor in pre- 
tive medicine. The men in the business shoul tamiliar 


th the state code. A plumber should not have to be told 

iw to do his work, nor to have to depend on the inspector 
have it right. There should be no inspection necessat 

ind there would be none necessary if every master and jout 

yman knew his business and wa nest in worl Phi 
re the public knows about the sanitary laws and safeguard 
ured in the plumbing business, the greatet I be the 

spect a corded the trade.” 

(he demarkation line between the plumber and the sewet 
ractor was taken up by Mr. Groeniger with Timothy S. 
Gan, attorney, -general, and a decision obtained pla Ing the 
at three feet outside the buildin Va 

fittv-seven Don'ts for Plumbers” concluded Mr. Groen 


: remarks, and provoked much apy 
The president of the State 
the 
told of 


and 


| the members in behalf of an vent 


eSst 
Ilution of the streams of the state by sewage. He 
unich some 
cities with a lower 


the 


These are the only 


lle also told of 


Holland. 


phoid rate than Cincinnati. 


iit’S in 
hiltration 


plant connected with the city waterworks. 


reported by 
Cleveland local, and was concurred in by 


Resolution Adopted. 


The effort to revive the trust fund project was favorably 


the resolution committee as coming from the 


the convention. 


A resolution from Toledo that the attractiveness of the 


business places of the members be given greater attention, 


was adopted. 





‘Find out the cost of doing business,” the motto of the 
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Election of Officers. 
The executive session on thursday atternoos { 


the 


choice for 


Ha 


celf 


officers, lame \. Wood. ot Toledo, beine thi 


election of 


oe 
president 


Ce ot lDavton. and Ie yy | ‘ in 
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Master Plumbers’ 


Association, Cincinnati, Feb. 17, 18 and 19. 














































The committees for the new year are as follows 
Sanitary John C. Fern, Cincinnati; John A. Brooks, 
Toledo; Chas. W. Wilson, Youngstown. 

Apprenticeship: Thos. C. Dyer, Cincinnati; H. W. Eck- 
hardt, Cleveland: Chas W. Wilson, Youngstown. 

Essay \. W. Reynolds, Columbus; W. H. Drayer, Mid- 
dletown; Jas. J. Younkman, Fremont. 

Publication: A. C. Eynon, Canton; Harry S. Smith, War- 
ren; kb Ellen, Cleveland 
Delegates to the national convention 
A. Jerome Murphy, Cincinnati. 

Members of board of directors, in addition to the officers: 
John J. Vogelpohl, Cincinnati; Chas. Hoffman, Mansfield: 
Harry S. Smith, Warren. 


Kkdward Frank and 


Entertainment Features. 


The acknowledged ability of Cincinnatians as entertainers 


17 ’ | , . , 
Aas WEIL evidence md OT He wel executed pians or tne local 


entertainment committee The ladies were especially well 


1 


looked after, a trip to “The Mansion” in two special cars 


being the program for Tuesday afternoon. At the card 
party and luncheon given there gold vanity boxes were pre- 
sented to each lady 

The seats at Ke ith s [Theatre were practi ally all taken by 
the local committe¢ for the vaudeville performance \t 


President elect lames \ Wood Vice | resident Willia I ti iais 
of Toledo of Dayton 


the close moving pictures of the delegates taken on the 


Cincinnati streets earlier in the day, were thrown on the 


screen. These were followed by “movies” taken in local 
factories, showing operations in the manufacture ot water 
meters, lead pipe and bath tubs The editor got his mon- 
ey s worth 

On Wednesday afternoon the ladies were taken tor a two- 
hour ride in parlor cars of the street railway company. A 
stop was made at the Alms Hotel, where a dainty luncheon 
was served. 

The ballroom of the New Gibson was a festive scene on 
Wednesday night. Fair ladies and brave gallants vied with 
one another in an effort to show the visitors what a real 
ball in Cincinnati should be. And it was some ball! Grace 
and beauty, the poetry of the dance and the music blended 
perfectly. 

A visit through the Rookwood Potteries cccupied part of 
Thursday afternoon, and was followed by an inspection of 
the Art Museum. 
mobile trip which had been planned. Special cars were used 


Inclement weather prevented the auto- 


On Thursday evening in the ball room of the Gibson Ho- 
tel the visitors were treated to a cabaret entertainment in 


typical Cincinnati style. Nearly 700 people were seated at 


small tables. at which leht lunch was served. Colored en- 
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tertainers rendered monologues praising and jollying ¢ 
state officers and various well known local men and wom 
The occasion was one long to be remembered and reflected 
great credit on those in charge. 

Much comment was made upon the excellent service r: 
dered by the management of the Hotel Gibson. The plumb- 
ing and heating of the building were, of course, critical 
inspected. Wm. Hillenbrand & Co., who had the plumbing 
contract, were repeatedly complimented. The heating, as 
done by Geerin Bros. & Co., came in for its share of com- 
mendation, 

With the Exhibitors. 

The H. Mueller Mfg. Co., Decatur, Ill., followed its 
usual custom in arranging a handsome exhibit of brass 
goods, the “Rapidac” being strongly featured. A small 
electrically operated pneumatic water supply system was 
placed in operation for the purpose of giving practical 
demonstrations of its pressure regulators. The company 
was represented by ‘Robert Mueller, J. H. McCormick 
and F. C. Beecher 

The Peerless Selling Co., Evansville, Ind., occupied a 
very prominent place in the exhibition hall with its ex- 
hibit of high grade water closet combinations. The many 
friends of the “Peerless” line visited the exhibit and 
greeted their friends. C. G. Perkins, who represents the 






Secretary-Treasurer Eb 
Ellen of 


Cleveland. 








Retiring President F. W. Spon- 
seller of Canton. 


Photo by ‘‘Domestic 
Engineering.”’ 


company among the Ohio mas: -r plumbers was very much 
on the job during the meeting. 

The Hoffman Heater Co., Lorain, Ohio, arranged an 
exhibit of automatic heaters, storage heaters, tank heaters 
and thermostatic valves that attracted the attention of 
all visitors to the exhibition hall and created much favor- 
able comment. Each visitor was presented with souvenirs 
in the form of celluloid rules, pocket tape measures and 
very handsome pocket knives. The company was well 
represented by A. H. Babcock, president, S. A. Ault, vice- 
president and manager, E. J. Baumgardner, manager of 
Cincinnati branch and Walter Fay, traveling representa- 
tive. 

The Joseph A. Vogel Co., Wilmington, Del., main- 
tained a very attractive display of Vogel frost-proof 
closets and its No. 5 seat-operating factory outfit. F. J 
Vogel was in charge of the exhibit and could at any 
time be found with his characteristic good natured smile 
and a welcoming hand. 

The Compound Injector and Specialty Co., Chica 
spared no time, labor nor expense in arranging in display 
of cast iron and brass specialties for the plumbing trade. 
The exhibition was in charge of Geo. J. Dehn, president, 
and H. E. Parker, Jr., traveling representative. 



















ebruary 21, 1914. 


= 3 
3 


DOMESTIC ENGINEERING 





First group, left to right—Hoffman Heater Co. representatives, S. A. Ault, Gen. Mgr. f 
Second group—Jack Cripps of Eagle White Lead Co., 


Babcock, President. 
(Cincinnati, H. E. 
Recker Co., Cleveland. 
Ruud Mfg. Co., Pittsburgh, 
Rapids, Mich., and Thos. A. 
Mfg. Co., Decatur, Ill, Robert Mueller, J. 


A. H. 


tive, 


R. T. Wood of Central Brass Mfg. 


H. McCormick 


The Pfau Mfg. Co., Cincinnati, had a very artistically 
arranged display space which showed up its exhibit of 
Pfau “white copper,” “mahoganized copper” and its new 
“mercuroid” tanks in a very commendable manner. Dur- 
ing the convention the display was looked after by Charles 
Pfau, president, Edward Pfau, vice-president, Clifford 
Pfau, secretary, and Alfred Pfau, the company’s enthusi- 
astic tank and “snow white” seat salesman. 

The Dayton Pump & Mfg. Co., Dayton, O., exhibited 
its electrically driven house pump under practical working 
conditions. W. T. Hatmaker, vice-president and general 
manager, was in charge. 

The Regle Brass Co., Marysville, O., displayed their 
line of brass goods. J. B. Couture, sales manager, and J. 
G. Rogers, traveling representative, were present. 

The Permutit Co., New York City, exhibited its process 
of water softening, which was in charge of its local rep- 
resentative, Wm. E. Minor. 


The Augmore Manufacturing Co., Cleveland, O., ex- 
hibited water heaters and thermostats. G. R. Mendelson 
and J. M. Sands were in charge of the display. 

The Eagle White Lead Co., of Cincinnati, had a hand- 
somely arranged booth in which it displayed plumbers 
lead goods and wiping solder. Visitors were presented 
with souvenirs in the form of playing cards and oxidized 
silver “Eagle” buttons. The company was represented 
by Jos. Hummel, Jr., assistant treasurer; John Cripps, and 
W. A. Woodmansee, representatives. 

The Humphrey Co., Kalamazoo, Mich., displayed its 
new automatic water heaters and tank heaters. The rep- 
resentatives in attendance were F. A. Lempke, general 
manager, J. Albin Johnson, traveling representative and 
Jos. G. Perkins, Cincinnati representative. 

The Richter Co., Cincinnati, had a very commendable 
display of plumbers’ brass goods which was in charge of 
Louis A. Richter. 

The Garrison Brass and Machine Works, New York 
City, exhibited a smoke and peppermint machine. Paul 
R. Heiland, sales manager, was in charge of the exhibit. 

The Louis Lipp Co., Cincinnati, displayed a very at- 
tractive line of plumbing fixtures. Those present from 
the plant during the meeting were Louis Lipp, Albert 
Weil, Robert S. Richter, Otto Hahn and Otto Schmidt. 

The American Valve and Meter Co., Cincinnati, dis- 
played its line of water meters. John T. McGarry and 
Alfred Eisen were in charge of the exhibit. 

The Neptune Meter Co., New York City, displayed its 
water meters in a very attractive manner. John F. Fus- 
singer and Louis Cantrell were in charge of the exhibit. 

The Crane-Hawley Co., Cincinnati, maintained an at- 
tractive display of drinking fountains and wall outlet 
closets. 

Jas. McDonald & Sons, Cincinnati, displayed plumbing 
fixtures and presented visitors with souvenirs in the form 
of key rings. Walter Mullen, Wm. Brather and Chas. 
Schoemer were present. 


Parker, Jr., of Compound Injector & Specialty Co., 
Third group—Wm. Kramer, Springfield, S. 


toss of Pittsburg Water Heater Co., Pittsburg, Pa 
and F., 
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* J. Baumgardner, Cincinnati representa- 
Cincinnati. Louis Richter of The Richter Co 
Chicago, A. G. Reuter and H. E. Dewey of Bishop-Babcock- 
H. Jameson, of Roberts Pump Co., Dayton, Jas. W. Barber. of 
Co., Cleveland, Leon Goodspeed of Wolverine Brass Works, Grand 
Fourth group—the representatives of the Hl. Mueller 
Cc. Beecher. 

Among the Visiting Salesmen. 
Some of the well known salesmen present wer oe ? 
Wood, of the Central Brass Mfg. Co., Cleveland, O.; John 


M. Ward, vice-president, the Roekel Co., Zanesville, O. 
W. Barber and R. C. Bunge, Mfg. Co., 
Pa.; P. B. Rutledge, the Globe Mig. Co., Cleveland, 
O.; Wm. Grier, the Paragon Brass Mfg. Co., Cleveland, O.; 
F’, Leon Goodspeed and H. E. Rader, Wolverine Brass Works, 
Grand Rapids, Mich.; A. W. Nash, 
Jules Hensberg, of Pittsburgh Water Heater Co., 


Jas. 
Ruud Pittsburgh, 


brass 


Thomas R. Boss 


and 
Pittsburgh, 


Pa.; N. I. Bott and Arthur A. Schley, of the Novelty Iron 
Co., Canton, O. 
Delegates and Alternates Accredited. 
Akron.—H. P. Cahill, Hi Limbert. W. F. Kirn, Fred Viall 
R. Landis, Chas. Hoffman. Alternates John Klein, Fred G. 


Zellers, Mr. Grau, J. 
Alliance.—J. O 
Bellaire. 

ing Co. 
Cambridge. 
Canton. 


Patterson, G. A. 
Ellis, President 
Fitton. 


©'Blenis 
of Local. 
James R. Bowling Green Wiggins Plumb- 
> ¢ . ° > 

Branthoover & Johnston Co., Greten & Medic 


’ ey vo - Pe 
A. C. Eynon, Walter Kaufman, Cornelius Carpenter 


J. Young. Alternates—Carl Swallen. Touis Rechkemmer. D. J 
Aherne. ' = 

Cincinnati.—E. J. Nolan, Edward H. Morgan, A. J Murphy 
Edward Frank, Ray J. Hillenbrand, Chas. Laile, Jr. A hein 


Murphy, Edward B. Kleine, Thos. J. Dyer, Harrv @. Franklin 


John G. Fern, Edward Jacobs, Jas. C. Hill, Alternates—J. PR 
Laumann, Wm. F. Wagner, James P. Doyle, C. T. Schlemmer 
R. J. Cluxton, Jas. Fay, Wm. J. Doud, Henry Schwarz. Charles 
Homan, Henry Niemes 

Cleveland.—David H. Roberts, John F. Drees, Wm Koestle 
H. W. Eckhardt, Karl J. Knuth, Wm. C. Boyer, Thomas P. 
McDermott, A. L. Bacher, E. E. Hill, Frank FE. Manney, pes 
nates—G. J. Wehrle, W. H. Cleveland, Peter Dunn,, Geo. lL. 


toberts, Henry Barnes, Henry Gerspacher, Geo. J. Ruerman 
W. Reynolds, Wm. Fischer, Wm. A. 
Alternates Wuellnes, W. 


Columbus.—A. Schneider 


‘’ “cr , [oO 
reorge R. Rose. Jos, H. Spohn (ood- 


win Bebb 
Coshocton.—Chas. Heiman, Conneaut.—Burrell & Kehoe 
Dayton.—-B. L. Lehman, J. W. Bacon, T. B. Jack. Harry 
Danner, Lou Williams, Chas. Vehorn, Wm. Haas. Alternates— 
F. C, Clemens, R. E. Waltz, John Weiffenbach, John Schneile- 
der, H. F. McGrath, Chas. Weckesser. 


Defiance.--Carey & Hall. 


Kast Liverpool.—James A. Nagle, Zange & Bence 
Fostoria.—Geo. M. Fink, James L. Rowles 
Fremont.—L. V. Ashby, Jas. G. Younkman. Alternate—George 


Held. 


Hamilton.—Martin F. Arnold. 

Lima.—C. C. Cowles, E. E. Tuttle, Victor Gonella Alter- 
nates—J. W. Morgan, H. B. Chase. 

Mahoning Valley Local.—Jacob Brenner, Chas. W. Wilson, 
Chas. F. Henry, C. T. Vinapol. Alternates—Jas. Heasley, Jas. 
Cummisky, H. C. Teal. 


Mansfield.—George Frietchen; L, E. Hoeffer, Ashland: 


f > orge 


Hutchinson, Shelby: C. B. Lemon, Galion; R. H. Holcher, Crest- 
line. Alternates—Chas. Arting, Ed. Malone, Walter Marlott, 
B. M. Moore, Mansfield. 

Marion.—W. E. Frye. Massillon.—B. H. Gleitsman 

Middletown.—John Arpp, W. H. Drayer, R. H. Slack. Alter- 
nates—Frank M. Smith, C. J. Donlin. Mingo Junction Harry 
W. Becker. 

Piqua.—L. P. Marshall. Port Clinton.—John A. Reuman 

Portsmouth EF. B. 3urt, Chas. Watkins, Wm Walters, 
George West, Howard Doerr, W. W. Watrous. Alternates—Fred 
Schmidt, Wm. Tritscheller, Arthur Hunton, Joseph T.orimer, 
Chas. Seebert 
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springnheld Rh. H. Desormoux, James Krumbholtz, <. KE. Ride- 
! |} (je0,. Ha ke Alter t | Krumhbholtz 
Tiff iar Meaxter, lad rd kiyni 
Toledo Robert Raitz Wim. Girkins Wm. G Wacker, John 
J. Schelling. John A. Brooks, John T. Eagan, Thomas Kewley, 
Wi i Sanzenbacher, Walter H Bolles Alternates——E Y 
J es © lé ‘ \l MelLer ! (jeo. F. Peters, Geo. R. 
(; ery? 
Tuscarawa Valley Local Ke. UW Kish New Philadelphia 
i ] | Ke! ‘ | i i] i \lternates I ‘ Wilcoxen, 
| } , ‘ 
Ve! ( (af I ii biattne! 
‘ | West Mi ! } {) Vore 
VW ve mee: 1) . 
7 é } I ‘ ! “ if ~~ nay? \\ ty 
= 
— 33 
> 
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</ | 
Le, — es 
Se yn watever 
> UE Bc wit? ge? 
a Ltt, P Pitan, ‘ 
La M itane heh hs 
: Zs "tthas peiee 
° oe ax. .* 
| rie egular meetit of the 
(hicago, with headquarters 
I H ers or the \ssociation 
are President, ©. V. Kellogg, Chicago; first vice-presi- 
dent, P. J. Frey, Minneapolis; second vice-president, A. 
A. Merkel. Cincinnati: secretary, Paul Blatchford, 1915 
City Hall Square Bldg., Chicago: treasurer, Edw. F. Nie- 


' ‘ \ 1 ; 
qgecKe}i, Milwauket 


February 26 and 27, 1914.—The annual convention of the 


Nebraska Master Plumbers’ Association, at Omaha, Neb. 
President, G. H. Wentz, 


Beatrice: treas- 


The officers of the association are: 
Lincoln; vice-president, F. W. 
urer, H. H. Krueger, 
Coningham, 402 City National Bank Building, Omaha. 


Barclay, 
Omaha; executive clerk, J. B. 

March 5. 6 and 7, 1914.—The annual convention of the 
Montana Master Plumbers’ Association, at Great Falls, 
Mont., with headquarters at the Rainbow Hotel. The 
ficers of the association are: President, Walter Arnold, 
R. D. Stocking, Helena; secretary- 
national state vice-presi- 


Butte; vice-pre sident, 
treasurer, John Campbell, Butte; 
dent, Judd Hasley, Anaconda. 

March 9, 10 and 11, 1914.—Annual convention of the 
Indiana State Association of Master Plumvers, at Lafay- 
ette, Ind. The officers of the association are: President, 
Wm. J. Woolley, Evansville; vice-president, Joseph G. 
Hayes, Indianapolis; secretary-treasurer, A. E. Werkhoff, 
Lafayette, Ind. 

March 9, 10 and 11, 1914-—The annual convention of 
the Kansas State Association of Master Plumbers, at 
Topeka, Kas. The officers of the association are: Presi- 
dent, A. P. Elder, 208 Main Street, Ottawa, Kas.; secre- 
tary, E. D. Draper, 644 State Street, Kansas City, Kas. 

March 10 and 11, 1914.—The annual convention of the 
New York State Association of Master Plumbers, at Utica, 
N. Y., with headquarters at the Hotel Utica. The officers 
President, Walter H. Caines, 654 
secretary, A. C. Kranichfeld, 434 


of the association are: 
Main Street, Buffalo; 
. Buffalo. 

March 11 and 12, 1914.—-The annual meeting of the West 
Virginia Master Plumbers’ Association, at Huntington. The 
officers of the association are: President. Theodore Gross- 
curth, 424 North Huron Street. Wheeling, W. Va.: 
treasurer. C. F. Brand, 137 Sixteenth Street, Wheeling, W. 


Va. 


(senesee Street 


secretary- 
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March 24 and 25, 1914.—The annual convention of M 
igan State Association of Master Plumbers, at Gr: 
Rapids, Mich. The officers of the association are: Pr 
dent, James O'Neil, 114 North Church Street, Kalamaz 
Mich.; secretary-treasurer, Wm. A. Decker, 12 On 
Street, West, Grand Rapids, Mich. 


4 


April 13 and 14, 1914.—Annual convention of the M 
sachusetts State Association of Master Plumbers at P 
ton. The annual dinner will be held at the Ameri 
House on Monday evening, April 13th, and the con, 
tion on the following day at some hall yet to be select 
The officers of the association are: President, Robert 
Kobertson, of Beverly; vice-president, George Smith. 

Springheld; recording and financial secretary, James 
Trow, of Salem; treasurer, O. S. Kendall, of Worcest 


executive committee, James S. Cassedy, Cambridge: Pa; 


rick J. Sullivan, Boston; W. H. Hill, Marlboro; J. 

llowland, Springfield; Richard J. Welch, Lowell: O. | 
Le ett, Haverhill; J. B. FKeehan, Lynn; E, P. Hirst, N 

Bedtore 


April 20-21, 1914.—The tenth annual convention oj 
Kentucky State Association of Master Plumbers, at L: 
ington, Ky. The officers of the association are: Pre: 
dent, G. W. 


Dahlenberg. 


vice-president, W. H 
secretary, W. W. White, 606 
York Street, Newport, Ky.; national state vice-president 
RB. J. Durham, Ashland 
April 21 and 22, 1914.— 
sylvania State 


Shardein, Louisville: 
Covineton: 


Annual convention of the Pen: 
Association of Master Plumbers, at Yor: 
Pa. The officers of the association are: President, D. 

Durkin, Philadelphia; vice-presidents, George W. Palme: 
Lemoyne; Robert Purse, Johnstown; E. D. Swoyer, Allen 
Birchall, Allentown; secretar: 


town; treasurer, John H. | 
5424 Germantown Avenue, Philadelphia 


Harry L. Righter 

\pril 22, 23 and 24, 1914.—The annual convention of th: 
Associated Master Plumbers of Texas, at Dallas. The off 
‘ers of the President, P. J. Sheehan, 
Dallas; vice-president, George C. Robinson, of Galveston; 
treasurer, N. S. Hill, of Waco; secretary, W. C. Thacher, 
of Fort Worth. 

June 16, 17 and 18, 1914.- 
vention of the National Association of Master Plumbers, 
at Atlantic City, N. J., with headquarters at the Hotel 
Rudolf. The officers of the association are: President 
Chris. Irving, 1525 Larimer Street, Denver, Colo.; vice 
president, S. Louis Barnes, 2104 North Sixth Street, Phila- 
delphia; secretary, Archie J. Davis, 427 Fifteenth Street, 
Denver; treasurer, William McCoach, 1607 Sansom Street 
Philadelphia. 


association are 


The thirty-second annual co: 


DATES FIXED FOR CONVENTIONS OF NATIONAL 
ASSOCIATION OF MASTER PLUMBERS 
AND OF MASTER STEAM FITTERS. 





The big annual meeting of the National Associati: 
of Master Plumbers will be held at Atlantic City, N. 
June 16th, 17th and 18th. The arrangements for t 
handling of the many details of the convention are bei: 
rapidly formulated. The delegates will receive the gen 
ous hospitality of the New Jersey State Master Plumbe 
Association which will share the honor of host with t 
local association. Arrangements are being made for t 
establishment of headquarters at the Hotel Rudolf on 
Boardwalk. Here spacious accommodations will be fit? 
up for the display of exhibits. The general committ: 
the convention is headed by A. Selden Walker, of |! 


Orange, N. J., with Edson Garrabrant, of Orange, N. J., as 
Baillet, ot Vew ark, N. i as assist: 


secretary, and H. F. 











ebruary 21, 1914. 
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On June 10th, 11th, 12th and 13th, it is understood that 


4c convention of the National Association of Master 


team and Hot Water Fitters will be held with head- 
uarters at the St. Charles Hotel, Atlantic City, N. J. 
it is anticipated that this meeting will be one of the 
zreatest ever held in the history of that organization 


ANNUAL MEETING OF MASSACHUSETTS NORTH 
SHORE MASTER PLUMBERS. 


The annual meeting of the Massachusetts North Shore 
\ssociation of Master Plumbers, which takes in Salem, 
Beverly, Peabody, Hamilton, Manchester and other North 
Shore cities and towns, was held at the association 

oms at Salem on [riday evening, February 6th, and re- 
sulted in the choice of the followine otticers for the Cut 
Manchester 
ice-president, Elwood Noyes, of Salem; secretary, James 


nt year: President, Ikdward S Bradley, 


'. Lrow. Ol Salem: (7;E€aSUuUTeY,. 1roOnn rf. Caneen. } Salem 
, 1444 . Rone {\ LA/ alleme 9 1? 4 
ecutive committe: franklin V\ VV ililams mM. OT r> ¢ 
\ 4a ~ ) ’ ' ' 
rlv: Wilbur J. Pierce, of Beverly, and Reuben E. Docl 

im, ot Salem, the retirine president Various mmit 

es were appointed and entered upol thei Wor 

i . i 
* +4 1h ‘ "sy +] ‘ , ’ +? +7 , . 

i} 4 VItIn great enthnusiasi L Jie ] f Va nani 
. > ‘ . — hy . i* ; ey . 4 ‘ , . ) 
make Atl KNaAUSTIVe study ee | () ( tiv «atl [ ie. 5 R)' cil C 
? | . |] 7 ‘ +}, +> ‘* . ; ‘| ] " . 

THe] Wii Take up iii bilett f Lif ill Lil 


mtracting, 

The association voted an appropriation for an associa 
on library in which it 1s planned to have books of in 
terest to the trade, particularly books upon the _ busi 
ness end of plumbing. The lbrary will be compiled un- 
der the direction of Mr. Trow. 

The North Shore Association prides itself on its rec 


} 


ord for attendance and the annual meeting was no excep- 


tion. Although the night was very stormy ard disagree- 
able and many members had a long way to go to the 
meeting there were 24 out of a total membership of 27 
present. The records for the year showed an average 
attendance at all meetings of 23. The association 1s not 
large but it includes practically every master plumber 
in the districts and all of the members are enthusiastic 
at the success with which it is meeting 


DETROIT MASTER STEAM FITTERS’ FIRST 
ANNUAL BANQUET. 


The first annual banquet of the Detroit Association of 
Master Steam and Hot Water Fitters took place Wednes- 
day evening, February 11th, at the Edelweiss cafe at 
6:30 p.m. So successful was the event that it was imme- 
diately decided to have similar “get-together” meetings 
once a year. There were forty men seated at the banquet 
table and everyone warmed right up to the occasion 
“from the sound of the gong.” Everybody was glad to 
be there, glad that everybody else present was there and 
sorry for those absent who never would know the royal 


time that was missed. Anoverflowing measure of goodfel- 
lowship prevailed and the pent-up quality found expression 
inno uncertain manner. The toastmaster of the occasion 
was J. W. Partlan, president of the association, and well 
did he perform in that capacity; in fact, he astounded his 
hearers by his splendid command of Webster’s dictionary. 
Mr. Partlan spoke on “The Benefit of Association Work.” 
He also gave a brief resume of the past year’s work and 
what had been accomplished and what could further be 
accomplished by proper co-operation. As he introduced 
each of the speakers, he made some very appropriate 
remarks and here and there told a humorous story. The 
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principal acqcqresses OF tne evening were made pv \\ ara iN. 


Choate, prominent Detroit attorney, and Mr. Walter, a 


‘ | | ss 
well-known engineer. Mr. Choate spoke on “Square Deal- 
: ,’? a al tail on ‘ : | pape, Meee | 
Ing and made Darticulat rererence to° imme re lationship 
CXISTINL petween the owner, the architect or eneineer and 
41 ‘ ‘ ‘ | ' ¥ 
the contracting mastet steam and hot} Wale! tter;r. rie 
tT hy 1} ¢] fe — ' ' 
empnasized the tact that the owner, in order to vet value 
| . , 
received, should give a certain amount ot latitude to the 


oe . } ] 1 i 
architect or engineer and that he in turn should show the 


same spirit to the master steam and hot water fittet In 
ther words, he said that it was necessary for harmony 
and eood feeling tO exist amone all parties concerned in 
any transaction in order t thre il out e sue 
cessful to all, whether it be in a villave or lat 
\Ir \\ ilte Spoke I IR ( 
\] ist¢ STeCa and hiaft \\ ( ' 
Vere \] ParTTiva ta ‘ } 
SEK ary I { State \ | 

| ] i 
) 1 { | 1] F 

‘ ? ’ 

lt | 


KNIGHTS OF GALENA HOLD ANNUAI 
ENTERTAINMENT 


] ! 
he 1 7 ! ( 
‘ | 
Bigal , lye . 1 ¢ {, ) 
7 } 
] Toiil] i¢ i 
1 ) 17 
t Liye { y | mee i i j } 
1] * Lil 14) i] \ i?lié ( The if 
} 1 
i? ir 4 }>! " ) } ] pt ea. eT 
' 
oll | rf lice ‘ (*? set } } 
+ le ( i ' f 14 mate ' ‘ i F gE ie ~ 7 j 
eel 
° ’ | | 7 
midnight when the grand mat irted and the iv] 
decorated ballroom became the scene of beauty and 
e , ». \ . \ | ] } l, 
fashion President and Mrs. M. J. McGrath led the 
march and behind them were the other oftice: of t 
order 
This successtul and well-known ordet now ente! 
] . , 4 | ‘ . 
upon its tenth year. Lhe past Season Wa ne mit D1 
perous in its history fhe othecers ot the organization 


present were \I. McGrath, president; (,eorge | Madi 
gan, first vice-president; John I. Abernethy, second vice 


president; Daniel A. Mackin, recording secretary; Peter 


—« 


l!. Woods, financial secretary; George ‘racy, treas 
urer;; Patrick F. Dunn, guard; John J. Gannon, orator 
‘Trustee =~ (,eoree Vi. Vict loske \ | homa \ Mor iT) ind 


P. J. McAuliffe 
JAMES H. TROW SUCCEEDS L. W. STEVENS. 


L. W. Stevens, of Boston, recording and financial se 
retary of the Massachusetts State Association of Master 
Plumbers, has been obliged to relinquish his position 


husiness reasons and at a meeting of the executive 


mitte of the association he Id a few day igo his resigna 


tion was accepted and James H. Trow, of Salem, M: 
was named to complete the term Mr. Trow’s add 
is 4 St. Peter Street, Salem, Mass., where all communica 
tions pertaining to the asso iation should be sent M3 


} 
Trow is secretary of the Massachusetts North Shore A 
sociation of Master Plumbers and has been on the execu 
tive committee of the state association for the past 
vear. He is one of the most active men in association 
matters in the state, and he has a large number of friends 


in the trade. 











244 DOMESTIC ENGINEERING 


MASSACHUSETTS MASTER PLUMBERS’ ANNUAL 
DINNER. 


Arrangements have just been completed for the annual 
dinner and convention of the Massachusetts State Asso- 
iation of Master Plumbers. The dinner will be held 
on Monday evening April 13th at the American House, 
Boston, and invitations will be extended to the officers 


the national association to be present. The conven- 


tion will be held on the following day with sessions morn- 
ing and afternoon. The place of meeting has not yet 
been determined upon. The dinner committee its made 
up of President Robert Robertson, James H. Trow, James 
S. Cassedy, Richard J. Welch and J. B. Feehan and it is 
their intention to make this dinner a little more success- 
ful than the one last year, if that be possible. Former 
President James S. Cassedy will be the toastmaster of 


the evening. 


ROBERT ROBERTSON TO VISIT BOSTON LATER, 


Illness prevented Robert Robertson, national state vice- 
president for Massachusetts and president of the state as- 
sociation, from paying an official visit to the Boston 
Master Plumbers’ local on Thursday evening of last week 
as had been planned. Mr. Robertson notified the Boston 
committee that he would be unable to attend and as a 
consequence plans for his reception were cancelled and 
another date will be set for the event. Mr. Robertson 
has announced two new dates for visitations, in addition 
to the itinerary as already published. On Thursday even- 
ing, March 12, accompanied by his staff, he will be the 
guest of the Springfield Association, the following after- 
noon he will be entertained by the Holyoke Association 
and in the evening he wilb speak at Northampton. 


PLUMBERS INVITED TO WASHINGTON BIRTH- 
DAY CELEBRATION. 





Joseph Netzer, of Laredo, Tex., former president of 
the Associated Master Plumbers of Texas, and one of 
the leading men of his state in association affairs, has 
invited his friends in the trade to attend and participate 
in the grand annual celebration of Washington’s birth- 
day, given by the Yaqui Tribe No. 4, I. O. R. M. at 
Laredo, Texas, on February 20th to 25th inclusive. Mr. 
Netzer is chairman of the executive committee of this 
order, and as an officer of the Tribe he states that he 
will be more than delighted to greet and entertain any 
men of the trade who should find it convenient to drop 
off the train at Laredo. A very interesting program has 
been arranged for the occasion. There will be great 
doings in the arena at the League Park on the Heights 
at Laredo, while the United States troops stationed at 
Fort McIntosh will give military drills, riding exhibi- 
tions and other army exercises. Band concerts will 
also be given daily, and there will be special concerts by 
the military band. Carnival attractions will amuse many 
of the visitors. Likewise the various side shows. 
BUTTE PLUMBER GIVES BANQUET IN HONOR 

OF CHRIS IRVING. 





Chris Irving, of Denver, Colo., president of the Na- 
tional Association of Master Plumbers, was guest of 
honor at a banquet at the Leggat Hotel in Butte, Mont., 
on Thursday evening, February 5th. The banquet was 
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given by Walter M. Arnold, of Butte, president of 
Montana Master Plumbers’ Association, and a la: 
party enjoyed the dinner, which was a very elabor 
one. The subject of public comfort stations was d 
cussed at the banquet and it was the consensus of opin- 
ion that the initiative should be taken toward securing 


hese improvements from Butte. 





CHICAGO SOUTH SIDE INSTALLATION AND 
ENTERTAINMENT. 





The South Side Master Plumbers had a public installa- 
tion of officers at their meeting on Feb. 10th. The ritual 
used had been under course of construction by a special 
committee for some weeks, and was exemplified by the 
past officers of the Club, Mr. Deiringer, Mr. Kratz and 
Mr. W. Hanrahan, to the extreme delight of the many 
guests and members. After this was completed an inter- 
esting address was given by Thos. J. Claffy, of the Chi- 
cago Health Department, on sanitation, including the 
various tests on plumbing installations; and all agreed 
that the smoke test, on new work as well as old, was the 
most efficient. 

Mr. Collins then rendered a vocal selection entitled, 
“Mother McCree,” as few others can. J. I. Elliott, in 
making the report of the educational committee, pre- 
sented John Delehant, the outgoing president, with a 
gold watch, much to Mr. Delehant’s embarrassment. 

Another vocal selection, entitled “Sympathy” was ren- 
dered by Miss Parnue and Mr. G. Fox, which was the 
real thing. Wm. McCourth, of the Chicago Water De- 
partment, made an address on the city water system, and 
other water systems throughout this country and Europe; 
including the advantages of water meters on every serv- 
ice pipe, which was very instructing and appreciated by 
all present. 

F. Hickey then presented a vocal selection entitled, 
“The Pullman Porters on Parade,” with several of the 
members acting with Mr. Curtin, as porters, and marched 
around the hall with heads very much erect. E. Mc- 
Courth then sang a song written for the occasion, entitled 
“The Plumber.” S. Kelly of the Enterprise Plumbing 
Supply Co., made an address on the master plumber and 
his comparison to other business men, showing that finan- 
cial ratings are very small, demonstrating that there is 
no truth to the common saying by some of the public, 
that the plumber is a robber, but that the trade are not 
getting what is due in their life calling. 

Mr. Murphy followed with a song entitled “Salvation 
Nell,” assisted by Mr. Hickey, Mr. Curtin, Mr. Keefe, Mr. 
Monks and many of our salavation members; addresses 
were made by our past president, John Delehant, the 
newly elected president, G. A. Larson, J. I. Elliott, Wm. 
Hanrahan. The music was taken care of by Miss F. 
Henrahan and Jos. Prendergast. 

The buffet luncheon consisted of coffee, homemade 
sandwiches, olives, pickles, also some of the amber fluid 
that originated on the banks of the Rhine. 

The cigars were made up specially and each one had 
its individual souvenir band for the occasion. This part 
of the program was in charge of Messrs. Potter, Havey 
and Keefe and was handled in tip-top shape. 

The affair concluded in the wee hours of the morning 
with everybody agreeing that they had had a very en- 
joyable evening. The committee in charge were 
H. Deringer, J. Delehant, J. Kratz and Wm. Hanrahan. 

The officers for the ensuing year are: President, A. 


Larson; vice-president, J. Dooley; treasurer, J. Klecher; 
secretary, H. L. Gorman; sergeant-at-arms, A. J. Keefe. 
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Port Jervis, N. Y.—Swinton & Co., 
secured the contract for plumbing the Ellenville High 
School building. 

Huntsville, Ala.—Baxter Bros. & W. T. 
have been awarded the plumbing contract for the new 
city hall to be built here. 


of this city, have 


Hutchens 


Trenton, N. J.—Piper Bros., of this city, have been awarded 
the contract for the plumbing and heating in the Voorhees 
Building on East State Street. 

Grand Rapids, Mich.—Wells & Newton, of New York 
City, have been awarded the plumbing contract for the 
new Pantlind hotel in this city. 

Oneonta, N. Y.—C. C. Miller, of this city, has secured 
the contract for the installation of an up-to-date plumbing 
system in the Oneonta Country Club. 

Litchfield, I1l—The Press Odem Co., of this city, has 
been awarded the contract for plumbing and wiring the 
new Masonic Building to be erected here. 

Manchester, N. H.—Treffle Raiche has secured the con- 
tract for the plumbing and heating of H. T. Cummings’ 
residence at Glencliff. The contract amounts to $1,700. 

Jacksonville, Fla—The Atlanta Steam Heating Co. has 
secured the contract for the heating installation in the 
new university building to be erected here. Bid $1,970. 

Winnipeg, Man.—The American Cast Iron Pipe Co., 
Birmingham, Ala., has been awarded the contract for 
furnishing 1,000 tons of cast iron pipe to city of Winni- 
peg. 

Butte, Mont.—The Arnold Heating and Plumbing Co. 
has secured the contract for plumbing the Ivanhoe block 
on East Park Street, which was damaged by fire some 
time ago. 

Los Angeles, Cal—The John Simpson Co. has been 
awarded the plumbing contract in the reconstruction of 
the Science building of the Chaffey High School group 
destroyed by fire last fall. 

Rochester, N. Y.—The Bennett & Mason Co., of this city, 
has secured the contract for the installation of a ventilat- 
ing system in the new Hutchinson High School in Buffalo. 
The contract amounts to $25,000. 

Grand Rapids, Mich—The Weatherly Heating Co. has 
been awarded the heating contract for the new Franklin 
Street school to be built here. The plumbing contract 
went to the W. L. Cargill Company. 

New York, N. Y.—Hy. J. Salzman, plumbing contractor 
of 168th Street and Third Avenue has been awarded the 
contract for plumbing a new five story tenement house 
being erected on 231st Street and Broadway. 

Philadelphia, Pa—John J. Nesbitt has been awarded 
the $14,500 contract for installing the heating plant in 
the new Price school to be erected at Forty-seventh and 
Locust Streets. The ventilation contract went to Walter, 
Purks & Mellon, $2,557. The plumbing contract was also 
awarded to the latter firm at $7,900. 

Concord, N. H.—Contracts for the erection and equip- 
ping of the new dining room building and other struc- 
tures as adjuncts to the state group at Glencliff have been 
awarded by the state board of control. Treffle Raiche, of 
Manchester, N. H., was awarded the contract for plumb- 
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ing and heating the dining room building for $900; plumb- 
ing and heating stables for $200; and setting up and pip- 
ing a boiler, $1,600. 


GOVERNMENT CONTRACTS TO BE AWARDED. 

Supervising Architect Oscar Wenderoth, Treasury De- 
partment, Washington, D. C., will receive sealed proposals 
for government work as follows: 

Until 3 p. m., March 17, 1914, for the construction, in- 
cluding plumbing, heating and lighting systems, of the 
United States post office and courthouse at Minot, N. 
Dak.; a three-story and basement building, with a ground 


area ot 6,700 square feet 


Until 3 p. m., March 30, 1914, for the construction com- 
plete, including plumbing, heating and lighting, of the 
United States post office at Urbana, IIl., a two-story and 


basement building with cround area 5,500 square feet 

Until 3 p. m., March 31, 1914, for the construction com- 
plete, including plumbing, heating and lighting, of the 
United States post office at Cartersville, Ga., a one-story 
and basement building, with a ground area of 4,075 square 
feet. 

Drawings and specifications may be obtained from the 
custodians of the different sites or at the ofhce of Super- 


vising Architect Oscar Wenderoth, Washington, D. C. 
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Jamestown, N. D.—T. F. Halligan has opened a plumb- 


ing business at 519 Second Street. 


New York, N. Y.—B. 
establishment at 415 East 168th Street. 































Goldstein has opened a plumbing 
| I z 


Farley, Iowa.—Clark, Severn & Co., of this city, have 
been organized to conduct a plumbing and heating busi- 
ness. 

Dickinson, N. D.—Joseph Heiser and H. EF. Mehan have 
formed a partnership and opened a plumbing and heating 
shop in the Simpson building in this city. 

Mesaba, Minn.—J. W. Keifer has opened an up-to-date 
establishment at 511 (hestnut Street in this city under 
the name of the Mesaba Plumbing & Heating Co. 

New Castle, Ind—Samuel C 
the New Castle Plumbing and Supply Co., has opened 
a plumbing business at 938 South Fifteenth Street. 

Marshfield, Wis.—W. H. Kalschel has leased the build- 
ing formerly occupied by the Henderson Pump Works, 


Stewart, former ly with 


where he will Open up an attractive and up-to date plumb- 
ing establishment. 

Cincinnati, O—The Cincinnati Heating Co., of this city, 
has been incorporated with a capital of $10,000, to conduct 
a heating contracting business. Hugh C. Hara is at the 
head of the new venture. 

Dallas, Texas—The Dallas Plumbing Company hled a 
request with the state department for a charter. Capital 
stock 1s $7,500. 
Carrie Butcher and O. R. Olson 

Fort Wayne, Ind.- 
ash, Ind., will start in the steamfitting business for him- 
planning 


Incorporators are: C. L. Dickinson, Mrs. 


Arthur G. Loney, formerly of Wab- 


self by opening up a shop in a residence he is 
to build at 454 W. Dewald Street 
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Omaha, Neb.—The John A. Anderson Co., of this city, 
has been incorporated with a capital of $10,000, to con- 
duct a plumbing business. The incorporators are John 
\. Anderson and CC. M. Rylander 

New York, N. Y.—E. J. O’Neill and W. Wheat have 


‘¥ 


opened a plumbing and heating establishment under the 


name of Edmund J. O'Neill & Co., at 393 East 200th 
Street, Bedford Park, New York City. 
Syracuse, N. Y.—J. f 


been incorporated with a capital of $30,000 to conduct a 


Kincaid Co., of this city, has 


plumbing establishment. The incorporators are: Leshie 
Kincaid, R. L. Kincaid and Andrew Tennant of this 
West Palm Beach, Fla—C. W. Sass and EF. H. Alme- 
‘d, who recently formed a partnership under the name 
of Sass & Almegord and started a plumbing business, 
have purchased the stock, equipment and building of the 
Morehead Plumbing Co., and will hereafter do business 
at the latter company’s ol , 313 Clematis Avenue. 


; 


usiness | 


| 


Vanlandingham and 


Liberty, Mo.—M. 1 


the Lippert plumbing business 


have purchased 
Main Street. 
Albert Le a, Minn 


have purchased the Beedle Plumbing ( 0,’s establishment 


Brager & Rue, of Northwood, I[a.. 


in this city. 
Rutland, Vt.—kE. L. Jangraw has moved his plumbing 
establishment from Grove Street to large: quarters at 


the corner of Foster ind School Streets 





FINANCIAL TROUBLES. 


Norwood, © I. Clements, a master plumber, has 
hled a voluntary petition in bankruptcy, scheduling his 
habilities at $4,187.12 

New York, N. \ \lbert D. Hoxie, a master plumber, of 
173 West Broadway, has filed a petition in bankruptcy, with 
habilities of $2,827 and assets of $454. 

La Salle, [l.—Juhus G. Gruenwald, a master plumber of 
this city has filed a petition in bankruptcy, scheduling his 
habilities at $10,994, and his assets at $226. 

Yonkers, N. Y \ petition in hankruptcy has been filed 
against Thomas J. McCormick, a heating contractor. [is 
hallities are said to amount to $17.000 and his assets to 


£1? 000 


BUFFALO MASTER PLUMBERS ELECT OFFICERS. 


The Alaster Plumbers’ Association. of Buffalo. N. Y.. 
held its annual meeting on Thursday, February 12, and 
elected the following officers for the ensuing year: Presi- 
dent, Geo. H. Drake; vice-president, Wm. W. [-bbs, sec- 
retary, August Ebke, sergeant-at-arms, Joseph D. Griffin: 
directors: George Herlan and Wm. MacGamwell. The 
association “Ladies’ Night and Banquet,’ which was 
scheduled to take place on that night, was postponed un- 
til Thursday evening, February 19th. 
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William M. Crellin. 


William M. Crellin, proprietor of the Birmingham Bolle: 
Works, Birmingham, Ala., died at his home in that city 
on Friday, January 23rd, in his 55th year, after an illness 
of several weeks’ duration. He was born in New Orleans, 
La., and established his business in Birmingham in 1883 
Mr. Crellin was unmarried, and his nearest surviving rela 
tives are several nephews and nieces in New Orleans. 

Edward B. Swift. 

Edward B. Swift, who was in the plumbing business at 
loxboro, Mass., for nearly a third of a century, died at 
his home in that town on February 10th at the age of 

‘ars. Mr. Swift was a native of Wareham and when 
a young man moved to Foxboro and engaged in the 
plumbing and hardware business. He retired a few years 
ago. Mr. Swift owned considerable property, including 
the Grange building which contains the largest public hall 
in the town He served as water commissioner and had 
also held other offices. His wife survives him. 


Alexander P. McHatton. 

\lexander P. McHatton, one of the several unfortunat: 
plumbers who were burned out in the great Chelsea 
(Mass.) fire of April 12, 1908, died at his home in that 
city on February 7th of pneumonia. He had been ill less 
than a week. Mr. Mecllatton was born in Cherryfield, Me., 
58 years ago and moved to Chelsea in 1873, taking up 
his residence on Maverick Street, where he lived until 
the time of his death. Before the fire he conducted a large 
plumbing and steamfitting establishment on Third Street. 
He lost both his home and his business in the big fire, 
but was one of the first to rebuild both. He moved his 
place of business, however, to Everett Avenue. He is 
survived by a widow and six children. The funeral was 
held at St. Rose’s church, of which he was an active mem- 
ber. Many Elks attended the mass, for he was very promi- 


nent in that organization. 


/ 





Edward B. Richter. 


kdward B. Richter, president ot the Richter Co., manu- 
facturers of plumbers’ brass goods and heating special- 
ties, in Cincinnati, O., was found dead in his office at 
210 East Ninth Street, in that city, Sunday morning, 
February 8th. Death was caused by Bright’s disease, 
from which he had been a sufferer for some time. He 
was last seen alive the night before, when he visited a 
barber shop near his office. He seemed to be in splendid 
health at that time and laughed and joked with several 
friends, \s he Was leaving the shop he told his friends 
that he had to go back to the office to work. When he 
failed to return home that night his wife called 
brother, John Richter, who started an investigation wit! 
the result that he found the body in the office cha: 

Richter had been president of the Richter Co. si: 

the retirement of his father, Joseph Richter, several! 
years ago. He was in his 42nd year at the time of his 
death and had been connected with his company 
more than twenty years. His wife and one child surv: 
him 
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WILL MANUFACTURE HEATING SPECIALTIES. for the entire water supply system in a build: 


ulating valve for sprinkling lawns automatically at any pre- 





i and a reg- 
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\ 
The Simplex Vapor-Vacuum Co., of Chicago, has been determined hour of the day or meght. The new company 
incorporated with a capital of $2,500 to manufacture heating will not begin the manutacture of its product on a large 
specialties. The incorporators are F. J. Murray and A. L. scale until a suitable permanent location has been obtained. 


Ringo. : 
THE DEMAND FOR PLUMBING SUPPLIES IN 


ITALY. 


NEW PLUMBING SUPPLY HOUSE IN CHATTA- 





NOOGA, TENN. | | | | -_ 

i nited states Vice ( onsul (;eneral pallies B y linly ] 

. . | 1: : , (genoa, Italy, has just made the tollowinge report about 
( ; H. Colvin has sold nis interest in the Jefferson . , | 
tie market Or piun } 11) Su] r ! { if ¢ ' \ 


Plumbers’ and Mill Supply Co. at Birmingham, Ala., and 


; , There is a market in Genoa for sanitary and plumbins 
he has just opened a jobbinge business in plumbing sup- 


¢ . . r\ ap yiance De here IS COTIPeLItIon, 1 ostly laore CS D¢ 
plies at 210 Fort Street, Chattanooga, Tenn. ve ys oth. Si. . 
cially for porcelain and enameied 1ronware, white domes 
and foreign competition exist in nickeled plumbing ap- 


‘has spigots, pipes, et: These metal 


MOLINE VACUUM-VAPOR HEATING CO. IN- 
CREASES CAPITAL STOCK. 


paratus, su 
manufactured in Italy, principally in Milan and Genoa 


Porcelain and enameled iron Sanitary ware are iSO 1 in 


The Moline Vacuum-Vapor Heating Co., of Moline, IIl., 
will increase its capital stock from $35,000 to $50,000, a 


t thie 


ufactured in Italy. local dealers state that 


“ | ; part of such wares used in Italy is imported mainly 
vote to this effect having been taken at a meeting of the ! | ' aw ; 
: from Germany and Austria-Hungary. Until recently most 
directors of the company held last week. ; oF 

of the porcelain ware in Italy was imported from (Grreat 
| 


britain, and even yet large quantities are imported Irom 


WILL MANUFACTURE PLUMBING TOOLS. ‘iii aetna 


: " — a ; ’ P ; ; ; “” 

E. E. Steiner & Co., of Newark, N. J., has been in- the er! Geet by local dealers tor — oe 
corporated with a capital of $50,000, to manufacture sol- PREEEEROE: OF SOS SHEE products ts that German 
dering irons and plumbers’ tools. The incorporators are: exporters’ prices are cheaper than the prices of exporters 
E. E. Steiner and M. K. Steiner, of Newark: and H. F. of other countries, in fact, cheaper, sometimes, than the 


° e ; 7 “ces for . < lear le (cer 
Baillet, of Irvington, N. J. prices for the same articles in Germany 


r Ove! 289 OOO. Dut aoe net 


Genoa has a population « 


THOS. KELLY & BROS. COMPLETE ADDITION. import, in proportion to some of the other cities of 


Italy, so much sanitary ware and plumbing supple as 


Thos. Kelly & Bros., manutacturers of plumbing goods it has not the large building operations, especially the 
at 422 South 45th Court, Chicago, have just completed construction of dwellings and apartments which are found 
: a ; ae : . -" Pn he “1, —_—— a or 
its new large addition at that location, consisting of a in some other cities, such as Milan. Considerable plumb 
‘ . P “as Se oe | ae — , . 1 ea ; 
modern two-story factory building, 30x150 ft. The con- ing supplies are used, however, as all the water in Genoa 


struction of this new building was made necessary by is derived from aqueducts, and the methods of appor- 


the rapid growth of the firm’s business. tioning it necessitate enormous amounts of lead and oth- ’ 
Y er piping to reach the consumer. The average dwelling 
UTICA PLUMBING & SUPPLY CO. EXPANDS. house in Genoa is one mass of such pipes, which appear 
eal ns to be about 2 inches in diameter. As a new aqueduct 1s 
The Utica Plumbing & Supply Co., of Utica, N. Y., nearing completion it is likely that there will be 
has purchased the jobbing business of the Hart & Crouse creased amount of plumbing supplies used here within 


Co. in that city. The Utica Plumbing & Supply Co. has the next year or two to connect the main 
been established for years and it was recently incor- aqueduct with the houses of the consumers 


porated with the following officers: President and gen- The greater part of the bathroo ind ner 
eral manager, R. A. Tate; vice-president, G. F. Donahoe; (stationary) in Genoa, especially the older | 
secretary, Hoyt L. Jamieson, and treasurer, Walter W. of which there are many, 1s of marbl This is true of 
Cort. tubs, basins, sinks, washstands, etc. These are, however, 
being replaced by modern applhianc: n mat ases 
WILL MANUFACTURE PLUMBING SPECIALTIES. Since the purchasing capital of the Genoese available 
enanie . for buying expensive modern sanitary and plumbing sup 
The Electric Utility Valve Co., of 105 South Stevens Street, plies is very limited, the sales of such wares, especially 
Spokane, Wash., has been incorporated with a capital of articles of luxury, are likewise limited. In spite t | 
$1,000,000, to manufacture an electric utility valve, which local dealers state that considerable quantities of expen- 
will act as a noiseless flushing valve, a stop and waste valve sive sanitary wares and plumbing appliances are sold in 
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this city. Genoese dealers in this line have to com- 
pete with dealers in other cities in Italy, principally those 
of Milan, Turin, and Rome. 

The only fault found with American sanitary wares and 
plumbing devices, so far as the Genoese dealer 1s con- 
cerned, is the price, which is said to be too high, and 
therefore the products are rendered practically unsalable 
American 


Sanitary wares and plumbing supplies are not used exten- 


in this market, in view of the competition 


sively in Genoa and other cities in Italy, and are seldom 
seen here They enjoy, however, an exceedingly good 
reputation for excellence nish, fine quality and general 


efficiency. Shipments are usually prompt and American 


| no cwOAAA buss? , ‘ 
pat opie 1s (POU, } ‘ 


, 
costiy, importers state. 





7 


export certain articles umnas- 


sembled, as customs duties are collected according to 
the weight, and in shipping porcelain ware exporters 
find it necessary to remove the metal parts, such as spi- 
gots, pipes, etc., and ship them separately Often sales 


are made without these metal paf&rts, which are made 
here. Spigots in Italy usually have printed on them in 
black enameled letters “fredda” and “calda,” being, re- 


spectively, “cold” and “hot.’ 





















|Mention © 





Marvin Sherrill, who resigned his position with the 
Ahrens & Ott Mfg. Co., of Louisville, Ky., a year ago to 
become the city manager of Hickory, N. C., recently re- 
joined the staff of the Louisville concern as a traveling 
salesman, for the reason, as he stated, that he was of- 
fered more money than Hickory gave him. His first 
year as manager of the town was entirely successful, 
and the citizens greatly regretted the necessity of looking 
for another manager 

Geo. H. Eggers, who represents the Raymond Lead 
Co., of Chicago, in the middle west seemed to be getting 
a good bunch of business in Peoria, IIl., last week, when 
seen by one of “Domestic Engineering’s” representatives. 

Fred G. Brown has recently accepted a position with 
the Turner Brass Works, of Sycamore, Ill. He will cover 
southeastern territory. 

C. P. Hackett, trafic manager of the United States 
Radiator Corporation, Detroit, Mich., has been elected 
secretary and treasurer of the Detroit Traffic club, recently 
organized and composed of the traffic managers of the 
various Detroit concerns. 

William Sterzberg has severed his connection with the 
Standard Plumbing Supply Co., of Bronx, New York 
City. He will hereafter travel in the interests of the 
United Plumbing Supply Co., 108th Street, New York 
City. 

M. E. Sipe, who has been identified with the sale of 
blow torches for a number of years, has recently joined 
the selling force of the Turner Brass Works, of Syca- 
more, Ill., and will call on the trade in the middle west. 

E. W. Reynolds, who has been Eastern representative 
for the Turner Brass Works, of Sycamore, IIl., has been 
made sales manager and can now be found at the plant 
in Sycamore, III. 

W. L. Powers, Illinois and Iowa representative for the 
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Ruud Mfg. Co., of Pittsburgh, Pa., called on the trade in 
Ottumwa, lowa, last week. 





THE PEERLESS SELLING CO’S. CATALOG “C.” 


The Peerless Selling So., of Evansville, Ind., has just 
issued its catalog “C,” containing illustrations and descrip- 
tions in detail of its products, a large line of water closet 
closet seats, vitreous lavatories, basins, urinals and wate: 
closet bowls, etc. A feature of this catalog which will 
prove invaluable to every plumber who is fortunate enough 
to secure a copy of this book, is the seventeen full-page 















EVANSVILLE. INDIANA. 





WATER CLOSET COMBINATIONS 
AND VITREOUS CHINA LAVATORIES 









The Peerless Selling Co.’s New Catalog. 


charts of roughing-in measurements. These measure- 
ments have been compiled with great care, and the charts 
though very elaborate, are so clear and concise that 
they are bound to prove a delight to the eye of the man 
who can make use of them in his business. The catalog 
is printed on highly glazed paper and nothing but the 
finest work in the engraver’s art has entered into its 
production. It is bound in an attractive and durable 
cloth cover, and its size, 6x9 inches, makes it a very 
handy book. Although it is a very expensive addition 
to the trade literature in the plumbing field it will be 
sent free of charge to interested parties upon application, 


mentioning “Domestic Engineering.” 


THE PFAU MANUFACTURING CO. ISSUES NEW 
CATALOG. 

An attractive piece of literature recently sent out to the 
trade is Catalog “D,’ issued by The Ptau Manufacturing 
Co., of Cincinnati, O. The book 1s 9x12 inches in size, 
printed on highly glazed stock. The tirst few pages ars 
devoted to describing and illustrating the Pfau white- 
copper tank, one of the illustrations being reproduced 
from an X-Ray photograph, showing the interior mecan- 
ism of the tank and the water levels. The frontispiece 


gives a very clear view of the company’s plant, repro 
duced from a steel engraving. The catalog is nicely bound 
in a heavy grey cover, on the front of which is em 

















February 21, 1914. 


bossed the name and address of the company within a 
Other Pfau products are illusrated 
and described in a comprehensive manner, including tank 
toilet combinations, operating devices, tank trimmings 
attachments and 


countersunk border 


automatic seat action combinations, 
water closet seats, of which the company manufactures a 
large line. Any of our readers who have not received 
a copy of this interesting catalog can secure one by writ- 
ing the above-named company mentioning ‘Domestic En- 
gineering.” 


INTERESTING BOOKLET ON HEATING TESTS. 





Professor H. W. Spangler, of the Engineering Depart- 
ment of the University of Pennsylvania, recently con- 
ducted a series of exhaustive tests for the purpose of find- 
ing a heating system that would be simple, durable and 
economical and yet possess maximum efficiency. The 
result of these tests and experiments have just been pub- 
lished in an eighteen-page booklet, issued by the Con- 
solidated Engineering Co., of 507 Jackson Boulevard, Chi- 
cago. This booklet contains much information which will 
no doubt prove of interest to heating engineers and con- 
tractors and the Consolidated Engineering Co. will gladly 
send interested parties a copy upon request, mentioning 
“Domestic Engineering.” 





JOHNSON’S NEW HANDY MANUAL. 





The seventh edition of Johnson’s Handy Manual, re- 
vised up-to-date and enlarged by the addition of instruct- 
ive chapters on Vacuum Cleaning and Mechanicel Re- 
frigeration, has just been issued by the author, John W. 
Johnson, under the title of “John- 
son’s New Handy Manual on 
Plumbing, Heating, Ventilation 
and Mechanical Refrigeration.” 
The fact that six large editions of 
this book have been sold ts 
stronger proof of its value than 
mere words could possibly be, and 
inasmuch as a large amount of ad- 
ditional information is included 
this new edition it will most like- 


UME 





ly become more popular than 
heretofore. Mr. Johnson learned 





the plumbing and heating trades 
from the bottom up and has seen 
many years’ service in workshops and superintended the 
installation of plumbing and heating systems of all de- 
scriptions, From his large experience he has here given 
a most thorough treatise on the installation of modern 
plumbing, heating, ventilating, lighting, vacuum cleaning 
and refrigerating systems, which will prove of value to 
everyone engaged in any of the mechanical lines of the 
It is published by 
the author and it can be obtained from ‘“‘Domestic En- 
gineering” for $1, postpaid. 


trades represented by this magazine. 


Domestic Engineering says:—Pretty near every man has 
some hobby he rides. If not, why not? If you are a mas- 
ter craftsman and you specialize on some sort of hobby 
when you are not bossing your journeymen, do have the 
goodness to write and tell us about it. If you are a hunter, 
a fisherman, a bowler, a skater, an auto driver, a poet, a 
singer, an orator or even a tango dancer, why, let us know 
about it. Send in a photo of yourself in the act of prac- 
ticing your hobby and we will do the rest. 
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Continued Improvement in the Iron Trade. 

\dvancing quotations for the lghter finished forms of 
iron and steel as well as a general improvement in the 
demand and price of old material have given more hope 
to those interested in the iron trade than they have had 
in many weeks. The report of unfilled orders of the U. 
S. Steel Corporation, showing a gain of 331,000 tons, was 
more than had been expected early in February. Orders 
were even larger then than those booked in January. In 
pig iron, the buying has not been large, as many consum- 
ers covered their requirements when prices were lower. 
In the East, the Pennsylvania R. R. Co. ts in the market 
for a large tonnage. The Westinghouse Co. is likewise 
inquiring for 15,000 tons and several steel mills in the 
Pittsburgh district have purchased fair amounts of steel 
making iron. Coke is higher and the demand is larger 
from all consumers. The output of coke shows an in- 
crease. Quotations are as follows: 


No. 1 Northern Foundry, New York.....$14.75 to $15.00 
No. 2X Northern Foundry, New York.. 14.50 14.75 
No. 2 Southern Foundry, Cincinnati... 13.75 14.25 
No. 2 Northern Foundry, Cincinnati...... 14.25 14.75 
No. 2 Southern Foundry, Birmingham.... 14.25 11.00 
No. 2 Northern Foundry, Chicago........ 13.75 14.25 


on ee 


A Steady Copper Market. 


Consumers of copper have been buying only in small 


quantities but the market continues firm and sales have 
been made at 14.75¢c for electrolytic, while Lake is very 
scarce and is nominally quoted at 15c. The statistics of 
the Copper Producers’ Association were favorable and 
stocks are still more than 30.090.000 Ibs. below those of 


a year ago. 





Higher Prices for Tin. 
\ brisk buying movement set in early in the month 
and on some davs sales ot SOO rons of more were made 


The eager bidding of consumers carried prices up rap- 
| | 


i 


idly, 41 cents being paid for large lots. These quotations 

were for the most part sustained although the volume of 

business decreased toward the middle of the month 
‘ined 


The market is less firm, still 4.15 cents is paid in New 
York market and 4.05 cents in the St. Louis market 





Old Metals. 

New York dealers’ buying prices are as follows: 
Strictly crucible copper eededs $13.00 to $13.25 
Light copper 17.95 11450 
Unecrucibled heavy copper... | 12.25 12.75 
No. 1 machine composition.... 10.50 11.00 
No. 1 composition turnings céak 2 9.50 10.50 
No. 1 brass turnings...... er ne 8 00 R OF 
Cocks and faucets.... ere - G95 9.50 
Light brass ...... 7.00 7.25 
Heavy a ee ,.60 >.bo 
2. Ce rere oo. 3.35 3.45 
New brass clippings ............ teeeeee 9,25 9.50 
oe . 3.85 4.00 
Close cut solder joints....... | | 7.50 7.75 
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Chicago and Vicinity. 
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14 { » | f ec y s N\ rth Ridgelat d \y 1) | 
heating plant all Westwick & Son, of 128 
] ‘ 
I Axe OCreet. 
. modern bungalow, 1 re built at 9951 S. Winchester 
Avenue, will be plumbed bv H. E. Zenker. of 10230 Vin 
. . , | | 7 
cennt Avenue The heating system will be installed by 
x" r > 1 17 . . : 
N. P. Maller, of 7046 Southport Avenue. 

‘ } | | 4 ’ r > .. . 4 
A store and flat, to be built at 1918 West 63rd Stre 
vill be fitted with plumbi ye hixtures by J. Sibet, of 1646 

West ¢ Stree! 
H. Svejda, of 2448 Hamlin Avenue, has been awarded 


the contract for plumbing a residence and garage, 
erected at 2339 South Millard Avenue. 


or , 4 : 4 }?] 2 i] |} 
26 West 6Olst ace, will Dé 


iw lia . He put up 
plumbed by J. D. Ohrnstein, of 1321 West 14th Street 
F. N. Keisek, of 731 Grace Street, has recently been 


given the contract for installing the plumbing in an apart- 
ment building. to be constructed at 4326 North Leavitt 
Street 

A six-flat building to be erected at 5437 Greenwood 
Avenue, will be plumbed by A. R. Henry, of 5935 South 
State Street 

C. Krimiling, of 432 South East Avenue, Oak Park, IIL, 
has secured the plumbing and heating contract for a resi- 
dence to be built at 632 South Humphrey Street, Oak 
Park, Ill. 

The heating plant for a theater, store, and office, to be 
built on Wilmette Avenue, Wilmette, IIl., will be installed 
by the American Heating & Plumbing Co., 608 South 
Canal Street. 

P H. Callahan. of 9830 Howard Court, has been 
awarded the heating contract for a six-flat building to be 
erected at 5437 Greenwood Avenue. 

The Robinson Furnace Co., for many years located at 
65-67 West Lake Street, has moved its entire business into 
its new warehouse at 205-207 West Lake Street, just west 
of Fifth Avenue, where it has ample facilities tor handling 
its steam and hot water heating business, occupying as it 
does four floors and basement with a floor space of more 


than 30,000 square feet 





DeKalb, Il1l—Herbert Thompson has opened a plumb- 
ing shop in the old Carpenter Building on Main Street, 
next the village hall. 

The home of A. W. Marvin, senior member of the 
plumbing firm of Marvin & Bags, at DeKalb, IIl., was 
destroyed by fire Wednesday morning, February 11. The 
loss was covered by insurance. 
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At the Recent Convention at Rock Island. 

The accompanying photo shows a group of jovial fellows 
vho made things lively down at the recent convention of 
the Illinois Master Plumbers’ Association, at Rock Island, 
Il. They rounded up a chap who looks like a newsboy 


in the picture and made him the “victim” of their jokes 
ind nny doings. The tunmakers reading from left to 
right art fk. J. Bowen, of Thomas & Smith, Chicago; 





i —, 
*- C&C 





It Hlappened at the Recent Convention of the Illinois Master 
Plumbers’ Association, at Rock Island. 

J. F. Esperon and H. H. Chadwick, both of Richardson & 
Boynton, Chicago; the “victim’s” name unknown: T. R. 
Stoltenberg, of the Moline Vacuum Vapor Heating Co.., 
Moline, Ill.; Mr. Spears, of Humphrey Co., Kalamazoo, 
Mich.; H. J. Lucas, of the Chamberlain Co., Pittsburch. 
Pa., and George Woods, of Winnetka, III. 





Detroit. 

Detroit Lodge, No. 160 of the Loyal Order of Moose 
have purchased property on Woodward Avenue, near 
Watson Street, and will erect thereon a temple to cost 
approximately $400,000. 

Jacob G. Merithew, of Detroit, has merged his plumbing 
business into a stock company under the name of the 
Merithew-Blakely Co. with a capital stock of $5,500, all 
of which has been subscribed and paid in in cash. 

Architect C. F. J. Barnes is taking figures on a block of 
three veneer stores and flats to be erected at the corner 
of Mt. Eliott and Forest Avenues. Bids close February 
28th. 

Architects Baxter, O’Dell & Halpin are taking figures on 
a brick and concrete hospital. Bids close March 2nd. 

Architect William H. Vollmer is taking figures on a 
two-family veneer apartment to be erected on Drexe! 
Boulevard. Bids close February 28th. 

Architects Malcomson & Higginbotham are taking fig- 
ures on a double brick store building to be erected on 
Michigan Avenue. Bids close February 28th. 

Architects Varney & Varney are preparing the plans 
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for a veneer store and two-flat building to be erected on 
Twelfth Street and will take bids after February 23rd. 
Bids close March 2nd. 

Other Cities in the State. 

George Hogan, of Escanaba, has been awarded the con- 
tract for the plumbing at the county jail. 

Robert C. Atkinson, of Niles, has merged his business 
into a stock company and added plumbing and heating. 
He deals in hay, grain and farm implements. 

Wernette, Bradfield & Mead, of Grand Rapids, are 
drawing plans for a Knights of Columbus building to be 
erected in that city, work on the construction of which 
is expected to start not later than May Ist. 

A $40,000 building is to be erected in Petoskey by the 
Masons in that city. A special building fund was created 
some time ago for the purpose. 

One of the busiest plumbers in Grand Rapids is W. 
Cargill, who has just been awarded the plumbing contract 
for the Franklin Street school. He has been in the plumb- 
ing business for 20 years and for five years has been 
located at 400 South Division Street. He was formerly in 
the plumbing business in Birmingham, Ala., and went to 
San Francisco at the time of the earthquake 

Through Plumbing Inspector Gainey Shaw, of Flint, 
the common council of that city is now drafting an 
ordinance which will prohibit the drainage of gasoline 


into sewers. 


Ohio | 


io | 


Toledo. 

The first cold weather of the present winter was of 
the severe zero type. Plumbers did a big business in 
repair work and there were repeated calls for plumbing 
help from the towns of this territory. This was also the 
first lull in new building construction, the weather here- 
tofore being so mild that building has progressed rapidly. 

All licensed plumbers and sewer tappers in Toledo have 
received a letter from George W. Skelding, chief building 
inspector, to the effect that sewer tappers can install 
sewers only to a point three feet from the outside wall 
of a building. Formerly they frequently connected the 
sewer inside of the house. This will give the plumber a 
little more work and the sewer tapper a little less. ‘The 
ruling is made in accordance with an opinion given the 
building department by Attorney General Hogan. In 
addition, the communication states that all Master Plum- 
bers must register with the building inspection office 
during March. 

The Toledo Master Plumbers’ Association enjoyed a 
delightfully appointed banquet at the Elks Club on Wed- 
nesday evening, February 11th. The following guests 
partook of the association’s hospitality: Harry Haines, 
of the Joseph F. Grosswiller Co.; Frank Uhl, of the 
Standard Mfg. Co.; Morris Slingman, of the American 
Plumbers’ Supply Co.; William Romer, of the Ohio 
Plumbers’ Supply Co., Wm. Blum, of the L. Wolff Mfg. 
Co., of Buffalo; William Bitters, of the Pittsburg Water 
Heater Co., and Bert Weber, of the Ruud Mfg. Co. 

Larsen & Wood have secured the plumbing and heat- 
ing contract for the handsome pressed brick residence or 
Parish House of Father Jos. Kuta of the St. Stanislaus- 
Kostka church. The plumbing system will be of the 
most modern type and will include 4 bathrooms, two 
equipped with showers, also 4 extra lavatories. A vapor 
heating system will be installed. 
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Tedtuetebde ont and Vicinity. 


\. McClintock, of Ridge Avenue, has been awarded 


the contract to install a heating system in the prop 


4 
at the corner of 19th Street and Girard Avenue. for J. J. 


® . ' . 7 7 
Ragan. ( onsideration S375 
r . | ‘ ‘ 1 5 | ° | ’ 
Wm (Jakes, of 260 South 10th Street. has been awarded 
the *; i ee *? ’ ’ +} : lium! a ' | } ] ] | 
me contra (> ne plumpimmne ane eating to he installed 


in the prope rtv of \\ 1}. \Mc \rdle, at 1540 Wallace STreety 


Consideration $1,265 


Wm. Mever Co. has beeh awarded the contract bv I. S. 

Tefelman, to mak extensive alteration to the plumbing 

i beh ll, hcl IN i i i , Pet bt TtPiis ‘ Liat i? WWHInN:S 

and heating system at 3223 Clifford Street. Consideratier 
| i < a til ‘ > hw hw oD i i i . i ¢ PTE SILC cltif 


S° 200 


F. H. Naylor, jr., 52nd Street and Girard Avenue. ] 
been awarded the contract to install plumbing and he: 
ing systems in the church at the corner of 455th ar 
Thompson Streets. Consideration $1,685. 

Edward Haab, 414 West Susquehanna Avenue, is unde 
draining a number of houses in Frankford, Va 

Walter Walker, Chelten Avenue, has been awarded the 
contract for plumbing two new houses that are to be 


erected on the west side for R. Killough 

Geo. W. Eneland, South Sth Street. has been awarded 
the contract to install the plumbing and heating systems 
in two new residences that are being erected for the 
Houston Estate in St. Martins, Pa. 

Wm. Waldman, 6528 Germantown Avenue, is placing 
the plumbing and heating in the new bungalow of Mr 
C. Van Riper, that is being erected in Chestnut Hill, Pa 

P. Sneller, 619 Catherine Street, is installing the heating 
system in the property of C. Nardello, at the corner of 
Passyunk and 6th Streets. 

C. F. McGuigan, 19th Street and Huntingdon Avenue 
is busy installing several plumbing systems, and he has 
a number of bath rooms booked for installation in the 
spring. 

J. A. Quinn, of 1613 Unity Street, Frankfort, Pa., has 
been awarded the contract to install plumbing and heat 
ing in the large residence of C. J. Illingsworth, Fox Chas: 
Pa. This house will have six bath rooms. The contract 
amounts to $8,000. 

George Habgood, of Wakeling Street, has been awarded 
the contract to install heating and plumbing in eight 
new houses which are being erected in Northwood for 
C. West & Co. 

J. J. Sites, Jr., of 2912 Fletcher Street, has been awarded 
the contract to install plumbing and heating in twenty- 
three new houses for Dr. Blair in Wissinoming, Pa. 

P. Moran, of 59th Street, has been awarded the heat 
ing contract in the residence at 263 South 62nd Street. 

James Spear Co., of 1819 Market Street, have been 
awarded the contract to install a heating system in prop 
erty at 2320 Sansom Street for Davidson Co. Considera- 
tion $1,400. 

M. Cutler, of North 7th Street. has been awarded the 
plumbing and heating in the new apartment house at 
1319 Columbia Avenue. Consideration $2,500. 

Chas. Scott, of 2513 27th Street, has been awarded the 
plumbing and heating in a new bungalow which is being 
erected in Logan, Pa. 

C. W. Rice, of Frankford Avenue, reports quite a lot 
of jobbing and new —_— on hand for the coming season. 

W. W. Sutterly, of 532 North 52nd Street, is just finish- 
ing the heating and jeer in an apartment house in 
Germantown, Pa., for S. Stern. 





| Massachusetts 





3oston.—The navy department has established a prece- 
dent by awarding a contract for fitting up the proposed 
central heating plant at the naval hospital at Chelsea to 
the yards and docks department of the navy yard. The 
cost is estimated at about $20,000. The contract was 
awarded to the navy yard after competitive bidding. The 
new plant will supply heat for both the new hospital 
building and the present structure. 

,oston.—Representative Everett E. Belding, of Spring- 
field, has introduced in the legislature a bill seeking a 
revision of the plumbing laws so as to more specifically 
define a master plumber and to provide that permits to do 
plumbing work shall be issued only to master plumbers. 
Representative Buckley, of Chicopee, also has a bill in 
the house for the regulation of the plumbing business. 

Leicester.—N. J. Smith has secured the contract to in- 
stall the heating plant in the new $37,000 school house in 
Leicester Center. 

Framingham.—T. B. Quigley & Co. have opened a 
plumbing establishment on Elm Street in the Saxonville 
district. 

Salem.—The city council has given its approval for an 
increase in the salary of Inspector of Plumbing Peter P. 
Griffin from $900 to $1,050 per year. The board is ex- 
pected to vote the increase soon. 

Newton.—The school board has approved plans for 
improving the ventilating system at the Technical High 
School at an estimated cost of $9,000. The necessary 
funds have been appropriated by the board of aldermen. 

Malden.—John H. McDonald, who conducts a plumbing 
establishment in Central Square, had the misfortune to 
run down and fatally injure W. Clinton Morse with his 
automobile recently. Following Mr. Morse’s death Mr. 
McDonald was placed under arrest on a manslaughter 
charge and will be given a hearing in the district court 
on March 5. 

Georgetown.—Alexander C. Wood has sold his plumb- 
ing business to Paul Evans who conducts a similar busi- 
ness on Main Street. Mr. Evans will combine the two 
establishments but is undecided as to which he will make 


his headquarters. 


or se o_o, 


Connecticut 


sridgeport.—N. B. Curtis & Co. have a number of im- 
portant contracts on hand including: plumbing and heat- 
ing in two three-apartment houses on Howard Avenue 
for L. W. Brown; plumbing and heating in a single house 
on North Avenue for T. J. Reilly; plumbing and heating 
‘2 a three-family house on Poplar Street for L. W. 
Brown. C. S. Eames & Co. have contracts for plumb- 
ing and heating in a new residence for Dr. C. M. Payne. 
M. Ginsburg will do the plumbing and furnace heating in 
a two-family modern house on Capital Avenue for Mrs. 
Bertha M. Hurlock. Plumbing and heating in an addi- 
tion to the house of Mrs. I. P. Bartram, on Grover Ave- 
nue, will be done by J. Reilly, Jr. Eichinger & Tickey 
have the contract for plumbing in a modern house to be 


erected for Susanna Balog on Waldorf Avenue. Joseph 
Mullins & Co. will do the plumbing and heating in two 
houses which are to be erected on Alpine Street for W. 
T. Mullins. 
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Bridgeport—John J. Scanlon has the contract fo: 
plumbing and metal work in two six-family apartment 
houses on Morris Street for Jacob Levy. Mr. Scanlo: 
also will do plumbing and tin work in a _ three-famil, 
house on Hansen Street for Joseph Busci. N. B. Curtis 
& Co. has the contract for plumbing and heating in three 
dwelling houses on Bronx Avenue, Morningside Heights, 
for Spargo & Winter. Work has been started on a twe 
family house on Wilson Street for H. O. Johnson and 
the plumbing and heating contract has been placed with 
Carlson & Benson. 

Derby.—New plumbing ordinances just adopted by the 
board of aldermen after much discussion will become 
effective here on April 1st. The ordinance was prepared 
with the assistance of both master and journeymen 
plumbers of the city. 

Middletown.—Work is to be started soon on an exten- 
sive addition to the plant of the Millbrook Farm Dairy 
Co. here. Bacon Bros. have been given the plumbing 
contract. 

New Britain.—Changes in the city ordinances relating 
to plumbing are being considered by the board of health 
upon recommendation of the master plumbers of the 
town. Chief among the suggested changes is one con- 
cerning fees, it being proposed that it be changed to 
require master plumbers to pay a fee of $3 for their first 
license and $1 for annual renewal and that journeymen 
be required to pay one dollar the first year and fifty cents 
a year thereafter. At present the journeymen pay no fee. 
The matter will be further considered at the next meeting 
of the health board. 

Waterbury.—The Barlow Bros. Co. has the contract for 
plumbing and heating in a new house being erected on 
Academy Hill in Watertown for Mrs. Mary Merriman. 

3ridgeport.—Carlson & Benson will do plumbing and 
heating in three two-family houses, which F. George Nord- 
ling, the contractor, is erecting on Main Street for Mrs. 
Bertha Hurlock. Each apartment will have a separate 
furnace and all modern sanitary conveniences. 

Torrington.—George Stone has secured the contracts 
for plumbing in a two-family house for John Rogensky, 
and in the addition to John Smedick’s house, both on Red 
Mountain Avenue. 

Ansonia.—Contracts for installing modern plumbing 
systems in the Hill, Fourth, Elm, Grove and Holbrook 
Streets schools have been awarded by the board of edu- 
cation. T. P. Terry & Son were given the work at the 
Hill, Holbrook and Elm Street buildings, and Little & 
Haggerty of Derby the Fourth and Grove Street schools. 
As the money available was not sufficient to cover the 
entire cost the Grove Street contract was awarded sub- 
ject to an appropriation by the board of apportionment. 
This appropriation will be asked at the next meeting. 
The work outside of the Grove Street building, will cost 
$7,354. The bid on the Grove Street school was $2,039, 
making the total $9,493. The contract price for the work 
at the Hill school was $2,012; Elm Street, $2,164; Hol- 
brook Street, $1,109 and Fourth Street, $2,168. 

New Haven.—The plumbing establishment of Thomas 
J. Rice on State Street was one of several stores visited 
by daylight burglars on a recent Sunday. His loss was 
considerable. 

New Haven.—Setlow & Finkelstein are doing the 
plumbing and heating in a three-family house being erected 
on Clinton Avenue for Bridget Garwell. The house wil! 
be modern in every particular. 

New Haven.--Contracts for plumbing and heating in 
a new house for the Beaver Hills Co. on Winthrop Street 
have been awarded to E. R. Tierney. 
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Eastport.—Bids for installing heating and ventilating 
apparatus in the new school building here have been re- 
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ceived by the mayor and the contract awarded to F. A. 
Buck & Co., of this city, whose bid of $4,669 was the 
lowest received. The same concern also received the 
plumbing contract for $1,450. Proposals were also received 
from Wiley & Calhoun, A. B. Fells & Co., and W. W. 
Carman of Portland; E. S. Martin & Son and E. F. Heffron 
of this city. 

Farmington.—Contracts for completing the work on the 
Knight 
Bros., of Westbrook, received the plumbing contract for 


new normal school dormitory have been let. 


$3,580, being the lowest of seventeen bidders; and the 
heating contract went to Wiley & Calhoun, of Portland, 
for $3,317, the lowest in a field of thirteen bidders. 





Vermont 


Townsend.—R. L. Fitch, who recently bought out the 
plumbing business of F. S. Fuller, has moved his family 
here from Saxtons River. 

White River Junction.—A. L. & J. H. 
contract for installing a hot air heating system and a 
modern bathroom in the Maple Street residence of George 
E. Fellows 

Montpelier—Eugene E. Davis and Fred Somers, who 
have been in the employ of Peck Brothers, plumbers, for 
many years have severed their connection with that firm 
and are planning to open a plumbing establishment of 
their own. They have not yet selected a location for their 
business. Both men have had long experience at the 
business and have a wide acquaintance. Mr. Davis for- 
merly was in business for himself for nearly 12 years. 


Washingto on | 


2a 
Business among the plumbing and heating contractors 
continues somewhat slack although a few jobs of signifi- 
cance were signed up during the past week. Quite a 
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few residence contracts were awarded and bids on a few 
residences and business structures were received and, 
taking everything into consideration, the week’s work 
was a shade better than any of the preceding weeks of 
the month. Materialmen report business light but on the 
increase to a noticeable extent. Many architects report 
considerable work on the boards which will be ready 
for figures some time next month. 

By far the largest contract awarded during the month 
of January was the one let to the Rautman Plumbing & 
Heating Co., 617 Fourth Avenue, being for the installa- 
tion of both plumbing and heating in a seven-story ware- 
house being built for A. Hambach & Co. on the corner 
of First Avenue and King Street. 

David Dow, of 21st and Spruce Street, on a bid of 
$75,000, has been awarded the contract for constructing 
a 6-story and basement reinforced concrete apartment 
house, which will be built on the corner of 5th Avenue 
and Virginia Street. Bids for plumbing and heating, 
etc., will be received by the general contractor shortly. 
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John Hakanson, 2725 Nob Hill Avenue, is having plans 
prepared tor a 3-story brick apartment building which he 
will erect on 12th Avenue and Spruce Street, at a cost of 
$30,000. Bids for the general contract and sub-contract 
will be received early in the spring. 

Architect John Graham, Lyons Building, is preparing 
plans tor a 6-story $75,000 hotel building, to be built on 
the corner of 6th Avenue South and Jackson Street, for 
P. J. Murphy. Bids for the general contract and sub- 
contracts will be received by the architect by the first 
of the month. . 

Other Cities in the State. 

John S. baker, president of the bidelity lrust Com- 
pany, ot Tacoma, has had plans prepared for a 4-story, 
$50,000 brick building, to be built on the corner of i3th 
and D. Streets, Tacoma. R. E 


Borhek, Savage-Scofield 


Building, Architect, will receive bids for general and 
sub-contracts shortly. 

Cornell Bros. Savage-Scofield Building, Tacoma. on a 
bid of $135,000, have received the contract tor the con 
struction of an apartment house to be erected at 3rd 
Street and Tacoma Avenue. Heath & Gove. National 
Realty Bldg., prepared the plans for this structure. and 
will receive the bids for plumbing and heating and elec- 
tric wiring. 

Architect Roland E. Borhek, Savage-Scofield Build- 
ing, Tacoma, is preparing plans for a 4-story brick hotel 
to be built at the corner of 15th and E. Streets. Plans 
will be ready for figures early in the spring 

Architect Watson Vernon, of Aberdeen, Wash., is pre- 
paring plans for a $30,000 addition to the High School in 
IkIma, Wash. Bids for contract and sub-contracts will 
be received by the architect shortly. 

The City of Tacoma is preparing plans for two com- 
mercial buildings which are to be built on the waterway 
at a cost of approximately $10,000. Tacoma plumbers 
are looking forward to the time when bids for this work 
will be received. W. C. 
charge of the construction. 


Raleigh, city engineer, will have 


The contract for building one-story business block on 


West Holly Street in Bellingham, for J. H. Prentice, has 
been awarded to Frank Hedrick of that city. The build 
ing will be of brick and tile construction. The general 


contractor will shortly receive bids for both plumbing 
Hedrick has also secured the contract for 
Dellinger Building, on 
Holly Street, and S. J. Myers, the contract for plumbing 


and heating 
the construction of the George (¢ 


, 


which will entail the expenditure of about $1,000. 


























= - — ae ee 
Montana 
- te ee he rr 
Billin:s. 
) —— . 1 » Ha 
serryman Bros., plumbing and heating contractors of 
this city, have announced their intention of building a 


three-story office building at First Avenue North, between 
29th and 30tl 


— 


Streets, to cost appre <imately $50,000 
Miles City. 

City Engineer Pruett, Miles 

liminary plans for a city hall and jail combined which will 


, 1 ] 
ty, has completed the pre- 


cost, exclusive of heating and plumbing, about $25,000 
The structure will be two stories with basement 
Glendive. 

The Board of Trustees of Local Schools recently award- 
ed the contract for the installation of plumbing and hi 
ing systems in the new Washington school to Grambe & 
Peet, of Glendive, on their bid of $16,107. 
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Water Tight Connections 
In Soil Pipe Work 


The easiest and best method of making absolutely water tight con- 
nections in soil pipe work, isto use 


The Sisson 
Insertable Joint 


This joint does away | ' S. L 
with the old method Mir vires 
of springing the 
stack or removing 
whole lengthsof pipe. 
Withthe SISSON 
it is never necessary 
to disturb pipe. 


R. ESTABROOK’S SONS, South Boston, Mass. 
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California 


San Francisco and Vicinity. 





The gradual improvement in the plumbing trade, which 
commenced about the first of the year, still continues: th 
the increase is a little too slow to create any very 
enthusiasm as yet. All of the large contracting houses 
port a slight increase in total business this week, th 
none of them have received any very large contracts. The 
activity at the middle of February is not nearly so great 
as some of the plumbers had hoped for at the opening of 
the year. The favorable influences, such as the passing of 
the new currency law, have had their effect; but last year’s 
drouth and freeze and its general stagnation are a little 
harder to overcome than was expected. The favorable 
weather of the last two or three months is, however, cer- 
tain to have its effect later on; and, even long before the 
abundant crops now growing are harvested, money and en- 
terprise are expected to anticipate the future and give the 
engineering trades of this and other Coast cities a lot of 
good business. It is generally believed that the present slow 
increase will continue for possibly two months longer before 
real activity begins throughout the Coast states. 

The stimulating effects of the coming Panama-Pacific Ex- 
position, which did so much to relieve an otherwise dull 
situation throughout last vear, show signs of growing more 
effective all the time \n offshoot of this which promises 
particularly well for the plumbing and heating trade is a 
campaign just started with the object of having San Fran- 
ciscans put their houses in order before the opening of the 
I-xposition, so that the city and the citizens will be in first 
class condition to receive and entertain visitors in 1915. 
This is expected to bring about a lot of repair and new 
vork and to lead to the installation of a lot of new plumb- 
ing fixtures and smali heating systems within the present 


vea,wr. 

The situation in the pipe line continues much the same. 
\ few of the larger pipe houses report a slight increase in 
the demand: but nothing in the nature of a general revival 
can be claimed by the most optimistic. Pipe stocks in this 
state are indeed very low; but few retailers show any in- 
clination to replenish their stocks and, as a rule, they are 
ordering only for immediate needs. Larger buyers show a 
general inclination to await the opening of the Panama 
Canal, when it is hoped that lower freight rates will mate- 
rially affect pipe costs. The recent advances in sheets and 
similar supplies did not stimulate the volume of business to 
any marked degree, although there was some buying just 
hefore the advance. Users of German black sheets are 


speculating about the advantages of their use. 

\lottments just made by the Secretary of War for 
work in and about San Francisco include considerable 
amounts for plumbing, ventilation, refrigeration and 
electrical work. Electric lights and improved plumb- 
ine are called for for five large reinforced concrete 


stables: modern heating, electric work and ventilation ar 
provided for the new ward at the Litterman General 
Hospital: and a refrigerating plant will be installed at 
the hospital. 

The contract for the plumbing in the new Hobart Build- 
ing, which will be erected on the north side of Market Street 
near Sansome, San Francisco, has been awarded to the 
Whitman-Lyman Co. The building is already under con- 
struction: and the plumbing work, which is expected to take 
about two months for completion, will be started about April 


1st. 

















February 21, 1914. 


Emil’ Heymans, representative here of the Eljer Co., 
of Cameron, W. Va., and of the Never-Split Seat Co., of 
Evansville, Ind., reports that trade in the articles which 
he handles has increased to a marked degree during the 
past week. He is looking for a busy season. 

During the month of January permits were issued for 
9100 new buildings in San Francisco. The total estimated 
value of these buildings was $1,166,246. This represents 
an increase of 710 permits as compared with those issued 
n the same month of 1913; but it is a falling off over 
$300,000 in the valuation of the permits for the month. 
Of the total valuation for the month, about two-thirds 
was represented by new dwellings, this being the most 
noted feature of the month's work. There were no per- 
mits issued for buildings of expensive type 

Architect W. G. Hind will soon let contracts for the 
plumbing and other work on a three-story apartment house 
to be erected on Clay Street, San Francisco, at a cost of 
$25,000. 

Other Cities in the State. 

The Board of Trustees of the Inglewood, Cal., schoo! 
district are now advertising for bids for the erection of a 
group ot high school buildings to include five units. The 
plumbing, heating, ventilating and electric wiring contracts 
will be let separately. 

Good progress is being made on the plans for the $1,000,- 
000 California Hospital for the Insane at Santa Fe Springs. 
The State has already appropriated $250,000 with which to 
begin the work. Plans are due to be completed within the 
next month. 

Plans are now being drawn for the heating and ventilat- 
ing systems for the new permanent State Normal School 
building at Fresno, Cal. 

C. \W. Chapman-has sold out his old established plumbing 
business at Riverside, Cal., to W. A. and L. R. Pratt, who, 
under the name of Pratt Bros., were formerly in business 
at Salem, Ore. Mr. Chapman, who is retiring from active 
business, will retain an office with the new firm for a time 
in order to realize on his old assets. 

A new building is planned for St. Agnes’ Academy at 
Stockton, Cal., to cost about $90,000; and the trade is 
informed that the structure will contain all the most 
modern things in sanitary and other devices. 

The Board of Education of Sacramento, Cal., has called 
for bids to be received not later than February 27th for 
the plumbing and other work on the new $200,000 school 
building to be erected on a block bounded by 11th, 12th, U 
and VY Streets. 

The directors of the Redlands, Cal., Y. M. C. A. have 
purchased a site and will erect a new association build- 
ing at the corner of Citrus Avenue and Fifth Street. 
Among the features will be a swimming pool and a 
number of shower baths. Up-to-date plumbing and ven- 
tilation will be provided for. 

The public Service Department of Los Angeles, Cal., 
is advertising for bids for furnishing 60 tons of pig lead, 
soft enough to be used for calking cast iron pipes. The 
lead is to be delivered at a warehouse at Second and 
Rose Streets, Los Angeles. 

The Board of Trustees of the Chino, Cal., school district 
are now receiving bids for a new school building at that 
Place. Separate items are made of the plumbing and gas- 
fitting, heating and ventilating, and the clock and bell Sys- 
tem. 

The Board of Trustees of the Mission School District, 
Redlands, Cal., are advertising for bids for a number of 
‘drinking fountains of the self-closing type. 
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Make Your 


Profits 


Sure, Direct 


The Heating Contractor who makes a1 
stallation without costly changes, without 
the usual tinkering and adjusting, in orde 
to meet heating specifications, Can count 
on maximum profits every time 


The Broomell System 
of Vapor Heating 


otters big advantages to both contractor and 
his customers. It is based on the natural cu 
culation of heated vapor. An open system 
No pressure from steam or weight of water 
in pipes or radiators. Combines the advan 
tages of both steam and hot-water heating 
without any of their nuisances. 

No dust. ho noise, no leaks \utomatic 
regulation of firing assures close fuel econ 
omy. 

The Broomell System of Vapor IHleating 
makes a satisfied customer and a contented 
contractor. 

We assume full responsibility for the per- 
fect operation of this system when installed 
according to our plans and specifications. 

You should know all the big profit making 
facts in regard to The Broomell System of 
Vapor Heating. 

We will send you, on request, the 
three valuable text books on modern 
vapor heating, “The Truth About Va- 
por,” “The Broomell System of Vapor 
Heating.’ and “Some Installations of 
the Broomell System of Vapor Heat 
ing. They are sent you free of a 

st. Address 


THE VAPOR HEATING CO. 


552 North American Building, —_ Philadelphia 


7? 
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Polished Al 


EVERLASTING 











Absolutely 
Sanitary 





The Unqualified Choice 
of ManyArchitects and 
Sanitary Engineers. 








We cordially in- 
vite every Plumber 
to write us for 
prices and descrip- 
tive literature. 





Introductory Offer 

As we know that after 
you have seen these seats, 
you will recommend them 





Largest Mfrs. of Alaminum Tanks and Seats 
in the World 





uminum Seats 























to all your customers, we will send you via parcel 
post, one (and only one) seat, at one-half regular price. 
Write today, to 


SHERWOOD BRASS WORKS 


1167-1175 Jefferson Ave., East 
Detroit, Mich. 
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the All 


Hoffman 


Storage 
Water Heater 


Has most heating Oo 


surtace. 














Asbestos insula- 
tion prevents loss 
of heat. 





1 =I) C= 


Natural and rapid 
circulation of wa- 
ter with small fire 
as well as large 
one. 
The 


BEST is 





none too good 
for your custom- 
ers. 


Investigate. 
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Important point in favor of the 
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The Hoffman Heater Company U 


Lorain, Ohio 
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Heating Department. 


1,086,442. Pipe-Hanger. Louis A. Cornelius, Grand 
Rapids, Mich. As an article of manufacture, the de. 
scribed material for forming hangers for pipes, cables. 
and the like, comprising a continuous strip of sheet metal 
having marginal recesses at intervals forming cruciform 
connecting portions, and also having rectangular por- 
tions between said portions provided with openings hav- 
ing marginal recesses and adapted to receive a J head 


formed by severing a cruciform portion, and to retain 
the same therein. 
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1,086,646. Heating Apparatus for Water-bottles. Her- 
bert W. Christian, Longbeach, Cal. The herein described 
heating apparatus for a flexible water bag having a 


threaded ring in the mouth thereof, consisting of a tlexi- 
ble water-tight casing adapted to be passed into the water 
bag through said ring, a ring affixed on the outer end of 
said flexible casing, said ring having a head thereon and 
adapted to screw into the first mentioned ring, a flexible 
core disposed in the flexible casing and having the outer 
end portion thereof held by the outer end portion of said 
flexible casing, a controlling device arranged at a distance 
from the water bag, a heating coil wound on the flexible 
core, and electrical connections between the controlling 
device and sections of the heating coil, said connections 
including conductors passing through said head. 











1,086,403 


1,086,403. Water Radiator. Theodore D. Robinsot 
Lockport, N. Y. A radiator comprising a plurality o! as 


sembled horizontally-disposed tubes, each tube having 2 
bead at one end formed by gradually expanding the meta 
outward immediately from its edge and having tile sum 

r the 


mit of its bead lying in contact with the summits o! ‘* 
beads of all adjoining tubes. thereby forming water pas 
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sages intermediate the ends of the tubes and solder-re- 
sum- 
mits of said beads, and solder in said grooves uniting said 


ceiving grooves between their extremities and the 


tubes and forming a rigid wall between the summits of 
said beads and the edges of said tubes. 

Chain Wrench. William H. O’Neil, Los An- 
geles, Cal., assignor of one-half to East Side Machine Co., 
Los Angeles, Cal., a Firm. 


1,086,725. 


A chain wrench comprising a 
lever; links having apertures; a pin adjustably connect- 
ing the links with the lever; a chain connected to the 
links: a shoe having a heel and a toe to rest on the work 
to be turned and having a bit seat between the heel and 
toe and being connected with the chain and having a seat 
for the end of the lever; a spring latch to hold the lever 
in the seat; and a screw to detachably hold the bit in its 
seat. 

1,087,036. Pipe-Strap. Charles William Mitchell, Brook- 
lyn, N. Y., assignor of one-half to Charles W. Lansing, 
New York, N. Y. 
to embrace a pipe, of a plate engaged with the band, a 
threaded bolt passed through the plate, a collar adjust- 
ably engaging the threaded bolt and having opposed pivot 
lugs, and a latch bar swingingly supported by said pivot 
lugs. 


The combination with a hand adapted 





Plumbing Department. 
Hose-Rack. Elmer D. Dysinger, Buffalo, N. 
Y. A hose rack comprising a trough-like structure, a 


1,086.35: 


carriage guided for movement lengthwise in said trough- 
like structure, a hose supporting roller arranged trans- 
versely in said carriage and adapted for swinging move- 
ment thereon, said hose supporting roller being adapted 
to support a hose passed around the same, means for re- 
taining said carriage at one end of said trough-like struc- 
ture, and means at the other end of said trough-like struc- 
ture for causing said hose supporting roller to swing on 
said carriage and automatically disengage the hose there- 
from when the carriage approaches said other end. 




















1,086,482. Attachment to Washbasin Drain-Pipes. Wil- 
ton Telfer, Winnipeg, Manitoba, Canada. The combina- 
tion with a wash basin, and a drain pipe passing from the 
same, of a divided reservoir having two compartments 
therein, one of said compartments opening to the drain 
pipe, a pipe receiving the drain pipe and opening to the 
other of the compartments and means for controlling the 
flow of a liquid from one compartment to another, as 
and for the purpose specified. 
1,086,375. Adjustable Boiler Stand. 


75 Lafrance, 
Montreal, Quebec, Canada. 


Joseph 
An adjustable boiler stand 
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A Few Points in Regard to Brookside 


Self-Closing Goods 


that every jobber and plumber should know 


We use the very best high priced phosphor bronze in our 
springs that can be pought. 

We use the very best, most durable and highest priced 
Andrew Bell washers, either for hot or cold water. Years of 
experience have convinced us of their lasting quality. 

ivery article is carefully tested and inspected 

We guarantee 2ll our goods to give good lasting service and 
satisfaction, and replace free of charge any item proving de 
fective inside of ten years 


Your copy of our new Catalog is ready—may we send it? 


The Brookside Brass Foundry & Manufacturing Co. 


Cleveland. Ohio 




















Of Course He Wants It 


The customer 
for a water sys- 
tem wants to 
know about the 
Domestic 
Pumping 
Engine. 
Your opportunity 
to sell him shoul 


not be neglected. 
Write for catalog. 





i 





Domestic Engine & Pump Co., Shippensburg, Pa. 
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Prompt Shipments 


MEAN PROFIT AT THIS 
SEASON OF THE YEAR 


BUY 


LOGAN RADIATION 


Highest Quality and Efficiency 
and Satisfy Your Customer 











Logansport Radiator Equipment Co. 
LOGANSPORT, IND. 
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The MURDOCK 
Self - Closing Hydrant 


Works under any regular pressure 


Every Genuine MURDOCK is thoroughly tested be- 
fore it leaves us 

They are made with a heavy phosphor bronze spring 
which insures positive action at all times. 

Always working, winter and summer because it is 
absolutely frost-proof. 

If you want a satisfied customer and a self-closing 
hydrant that requires no attention after installation, 
be sure it is a GENUINE MURDOCK bearing our 
full name and label. 

Send for further information. 


The Murdock Mfg. & Supply Co. 


Cincinnati, Ohio 
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The Crawford Combination 
Bath Trap 


Simplifies the installation of a 
bath tub to a minimum. 

Attaches directly to the tub com- 
prising a trap, waste and overflow 
all in one fixture. 

Has 23%” water seal. 

Elbow may be furnished on out- 
let instead of union. 

Saves time and money and adds 
to the appearance of the bathroom. 

Prices on application. 


Joseph H. Young Co. 


82 High Street Boston, Mass. 

















Detroit Valve 
and Fittings Co. 


Manufacturers or 


Malleable Iron Fittings and 
Special Malleable and Grey 
Iron Castings. Galvanizing 
and Japanning. 








DETROIT, MICHIGAN 


Write for Catalogue 








































Horigan Aqua Expansion Tank 
PRICE, $11.50 NET 


4 real money saver for Hot Water Heating 
expansion tank needed (heaper 
any heat regulator or generator Con 


ictors save money on piping—%-in. risers 
first fleor—%-in. on second—none needed 


irger than 2 in. Reduces pressure. In 


reases efficiency Saves fuel On five to 
elght-room houses, you can make a price in 
mmpetition with a Hot Air Furnace contract 


Big demand Send for full details. 


HORIGAN SUPPLY CO. 


ST. JOSEPH, MO. 








One — Only — One 


That’s right—there’s only one 
generator 


and that’s The Master- 


piece possessing these qualities: 
Always retains 10 lbs. pressure. 
After discharging reseats at not 


less than 9 lbs. thus losing no heat 
already gained. 

Perfect, simple, attractive and inex- 
pensive—in short THE MASTER- 
PIECE. 


THE WATSON SPECIALTY CO. 


Manufactured by 


erre Haute, Ind 
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comprising three legs each extending inwardly b: 
upper end to a concentric point, one of said legs 
a ball at the inward extension with a vertical slo: 
through, another leg having a ball cup with a 
siot therethrough and adapted to fit under and a 
said ball, the other leg having a similar ball cup 
adapted to fit on top and against said ball, and 
ing bolt passing through said slot holding the 
their adjusted positions. 
1,086,628. Infant’s Bath-Tub. Harry F. Tate, k 
Ind. In a device of the character described, an 
tub of rectangular outline, adapted to be disposed 
versely between the sides of a standard tub, the er 
of the infant’s tub being flat and inclined, wher: 
said ends may fit snugly against the sides of the st 
tub, the end walls of the infant’s tub extending ab 


side walls, keepers secured to the side walls of the infa 


tub adjoining the end walls, and U-shaped hanger: 
ed to surround the ends of the infant’s tub and 
on the rim of the standard tub, the arms of the | 


being recet' able by the keepers 


eX 
A \ 
*K 
h} 
“Ausf 
/ 
7 I I 
Fh A 
$ 


1 O88 STS 


1.086.709 





1,086,456 














1.086.456 Lever for Flush-Tanks. Hermann R. 
ner, Camden, N. J 


the mechanism therein a bracket carried by thi 


valve lever pivoted to said bracket and attached ¢ 


aforesaid mechanism, said valve lever having a subst: 


tially vertical section and a horizontal section, an 
ing lever journaled in the bracket, said operating 


having a short arm contacting with the vertical s¢ 
of the valve lever and also having a long arm conta 


with the horizontal section of the valve lever. and 


for manipulating the same. 




















In combination with a flush tank and 


ank. ( 


1,086,709. Shower-Bath Attachment. Axel Robert Holt- 


man, Portland, Ore., 
Harvey, Los Angeles, Cal. <A device of the 
specified, comprising a substantially U-shaped 
said bracket comprising a body and arms, each ar 
a longitudinal series otf spaced openings, a stri] 
to the outer face of each arm and having an 
offset portion, each of the said portions of the 
ing a longitudinal series of openings, the open 
arms and the strips being in register, a pip 
of a plurality of sections, each of the said se 
perforated on its under face, an elbow at one e¢: 
said pipe, a ring encircling the elbow, a seco 
ranged co-axial with the first ring and within 
of the bracket, a pivotal connection betweet 


named ring and the hody to permit said ring 


on a horizontal axis, and a pivotal connection betwee! 


rings to permit the said rings to swing ona ve! 
a flexible pipe connected with the outer end ot | 


assignor of one-half to Jam: 


{ 
~ 
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and adapted to be connected at its other end to the faucet 
of the bath tub, said supporting bracket being adapted to 
engage the tub at the faucet to support the pipe, the 
section of the pipe remote from the elbow being curved, 
and having a rest for engaging the adjacent end of the 
tub. 

1,086,825. Hydrant. Claude L. Howes, Boston, Mass. 
A street hydrant comprising a casing having an internal 
main valve and seat, a waste port communicating with 
the interior of the casing, a waste valve, a pivoted pen- 
dant actuator for opening and closing said waste valve, 
parallel ribs on the main valve, a plate seated on the main 
valve between the ribs and arranged to operate said actu- 
ator, said plate being adjustable radially of said main 
valve, and means for rigidly securing said plate after ad- 
justment. 

1,086,841. Sprinkling and Flushing Hydrant. Fred B. 
Mueller, Decatur, Ill, assignor to H. Mueller Mfg. Co., 
Decatur, Ill., a Corporation of Illinois. A hydrant as 
specified comprising a lower valve, a supply pipe rising 
from said valve, an elongated stem rising from. said 
valve, a curb box inclosing the upper ends of said supply 
pipe and said stem, a hood engaging over said lower 
valve, a casing rising from said hood about said stem and 
opening into said curb box, a cap tor said casing closing 
the upper end thereof, an upper valve located in said curb 
box and threaded upon the upper end of said supply pipe, 
an angular boss on said box engaging the base of said 
upper valve to hold the latter from turning, and locking 
rings carried upon said supply pipe and said casing for 
supporting said curb box and preventing the rotation of 


said upper valve. 






1,086,841 





a 
Wool 


1,086,949. Combination Supply and Waste Fixture for 
Lavatories. Willard A. Speakman, Wilmington, Del., as- 
signor to Speakman Supply & Pipe Co., Wilmington, Del., 


a Corporation of Delaware. The combination with a 

















lavatory basin having a plurality of vertical holes through 
the top, of a combination nozzle fixture therefor includ- 
ing hot and cold water cocks secured in certain of said 
holes, the combination nozzle comprising a hollew annu- 
lar head located above the upper surface of the basin and 
extending through the remaining hole, a waste pipe 
connected to said head and extending downwardly 
therefrom, a waste valve in said pipe, connections be- 
tween the bottom of the basin and said pipe, said nozzle 
head having a receiving T communicating therewith 
alongside of said waste pipe and located in the same 
basin hole therewith, and means to deliver hot and cold 
Water into said receiving T. 














This Wrench Won’t Let Go 


ed this Keen Kutter pipe wrench to any hard test you 
can think of— pull, tug ana twist withall your might 
give it as hard a drilling as you can coax out of your 
good right arm and it won’tlct go, because it’s like all 


KEEN KUTTER 


Tools 


chock-full of grit and gumption. There’s quality 
all the way through from jawstotipof handle, 
and sold with the honor-bright wuarantee that 
goes Withevery tool that carries the Keen Kutter 
trade mark—satisfaction from your point of view 
or money back from any Keen Kutter dealer 
anywhere. Buy and try this Keen Kutter pipe 
wrench and you'll know why 
‘The Recollection of Quality Remains 
Long After the Price is Forgotten.’’ 
Trade Mark Registered. EK. C. SIMMONS, 


If not at your dealer's, write us. 


SIMMONS HARDWARE CO. 


St. Levis New York Philadelphia Toledo 
Price $1.25 Minneapolis Sioux City Wichita 












Pipe Wrench 
K12 














Is Your Supply of Hot Water Sufficient ? 
Are You Put to Any Inconvenience ? 


Not If You Use the 


# 





STARK TANK HEATER 


NOVELTY IRON COMPANY 


MANUFACTURERS O} 
STEAM AND HOT WATER HEATERS 
CANTON, OHIO 
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Master Plumbers 


N matter what the 


intry and suburban hon 


Caloric 
Noiseless Engine 


idapted for the work 
Because of its safety simplicity an 
lack of noise, the ‘“‘Caloric’’ is suitable 
use in the home for pumping pur- 


requirements of 
ie, there 


' 


Makes no more noise than a big clock. 
The ‘Caloric’ in a class by itself 
for pumping water 
Price extremely reasonable. 
You can make good money handling 
e Caloric’’ in your locality 
Write for Catalog “‘C’’ and our agents 
roposition 


The Bremen Manufacturing Co. 
Bremen, Ohlo, U. S. A. 
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A Friend in Need 


radiators through difficult places, 


hoy ATTVING 
there ls nothing equal to 
Buell’s Combined Carrier and Truck 


Pays for itself on the 


pe t job. 
iit 4 Handy, 
« able. 

. 

ul No fitter’s equipment 
dale is complete without it. 


ad woe Wedenee 
* ¥ Write for 


; prices. 
BUELL BROTHERS, Fulton, N. Y. 
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+ $9373353 


adjust- 


strong, 








details and 
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Guaranteed Water Heaters 


RUUD Instantaneous Automatic Water Heaters 
RUUD Automatic Cottage Water Heaters 


6 distinct types and numerous sizes 


rite us about them. 
RUUD MFG. CO., Main Office, Pittsburgh, Pa. 




















Eccentric Reducers 
Ceiling Plates Refrigerator Drains 
Pipe Hangers Sink Brackets Cesspools 


MO DERN 


IRON WORKS QUINCY ILL. 


Floor Flanges 




















Weighs no more than a pair of boots, 


but it’s tested to a load of 1000 Ibs. 

A very low-priced adjustable boiler stand for 
boilers of any make, 30, 35 or 40 gals. No 
bolts. Weight, about 5 lbs. Height, 13% 
inches. The fitter will appreciate large space 
under boiler. Lots of 100 or more? Get job- 


ber’s prices. 
Cc. H. FOSTER 
14 Princeton Ave., St. Louis, Mo. 











Dollar Back Wiping Clamps 


Write us about them 


GRIFFIN SPECIALTY CO. 


506 West 26th Street New York City 
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Charles S. 
\ plumbing system having a mai 


1 OSG6.938., 


\ cw 


Waste and Vent System. 
York, N. Y. 
pipe, a main vent pipe and a plumber’s fitting embody 
soil pipe member forming a portion of the soil pipe, 
plurality of ducts extending integrally from th: 


of the said sot ipe member. the said vent ducts ex: 























hema 
1,086,949 
1L.OS. 948 


ing upwardly and parallel and in close proximity to the 
said main soil pipe, each vent duct being provided with 
a lateral inlet, the said vent ducts terminating in a s1 

lateral end, an inlet duct connected integrally with the 
said soil pipe member and terminating in a hub for con- 
pipe member 


forming part of the said main vent pipe and having lateral 


nection with a drainage pipe, and a vent 
connections, one for receiving the said duct terminal and 
the other for receiving a vent duct from the fixture with 


which the said inlet is connected. 


James W. Hammett, 


1.077.065. Water Purification. 
combination 


Salama. W Va. 


pump to raise water in the well, of means for direct- 


The with a well and a 


ing air into the well, and a spray nozzle communi 
with the barrel of the pump and disposed to dis 
water raised by the pump and sprinkle it in drops 
the surface of the water in the well. 


Water-Closet Albert W. 


The ornamental design for a water cl: 


15.221. Fixture. Biever, 
cago, TI. 


ture, as shown. 





Lighting Department. 


Charles I. | enne) 
of a 


1,085,709. 
] Jes Moines. 


an air superheating chamber above the 


Incandescent Gas-Lamp. 
lowa. In a gas lamp, the combinat 
burner, _ 
sup: eating 


gas superheating chamber above the air 
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amber, a chimney open at both ends and having both 
said superheating chambers contained within it and 
signed to conduct the heat out from the burner so that 
may directly impinge upon both of the superheating 
ambers in its passage to the top of the chimney, and 
r supply pipes for the air superheating chamber com 
unicating at one end with the air superheating chamber 
nd extended outwardly through said chimney and then 
ownwardly to a point adjacent to the burner, tor the 


urposes stated 





a 
1.085.709 
1 OSG OS 
. ~ ° . . ‘ P ' ‘ 1 
1,086,952. Gas-Lighting Device. Fred Street, Philadel 
phia, Pa. In a gas lighting device, the combination of a 
supporting member having a burner tip, a valve for said 


tubular member. a lever for moving said valve, an arm 
journaled on the same axis as the valve, a hook member 


pivotally connected to said n and lying normally in 


TY 
ti 
. 


a 
engagement with the lever, the arrangement being such 


that the arm may be moved by the lever through the in- 
termediary of the hook member, means for releasing said 
hook member from its engagement with the lever, the 


latter having a hooked end, means for forcibly returning 


the arm to normal position when released from the lever, 


a body of sparking material disposed adjacent the burner 
tip, an abrading wheel in engagement therewith, a rota 
table member for effecting movement of said abrading 
wheel, and means carried by the hook member for turn- 
ing said rotatable member when forcibly returned with 


the arm. 


THE STEADY SUBSCRIBER. 


How dear to our heart is the steady subscriber, 
Who pays in advance at the birth of each year 
Who lays down the money, and does it quite gladly, 
\nd casts round the office a halo of cheer. 
He never says: “Stop it; I cannot afford it; 
I’m getting more papers than now I can read;” 
But always says: “Send it; our people all like it; 
[In fact, we all think it a help and a need.” 
How welcome his check when it reaches our sanctum! 
How it makes our pulse throb! How it makes our 
hearts dance! 
We outwardly thank him; we inwardly bless him— 


The steady subscriber who pays in advance. 


New bids have been called for by the trustees of the 
Tempe Normal School, Tempe, Ariz., the first bids having 
exceeded the appropriation of $70,000. The general con- 


+ 
tT 


ict will include heating, plumbing, etc 
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The ReasonWhy 

We Advertise 

If we didn’t know, beyond 

any doubt, that Quick-pres- 

sion Work is the best line 

of brass goods, and the 

easiest to sell, we wouldn't 

| be spending thousands of 

dollars advertising it in Sat- 

| urday Evening Post, and 
other Magazines. 


My 


We know that we'll get 
all that money back, and 
more besides. It will come 
: to us through plumbers 
who make more sales and 
bigger sales, as the adver- 
tising makes Quick - pres- 
sion quality better known 
to the consumer. 

Are you a Quick-pression 
plumber ? 


Ghe CENTRAL BRASS 


MF'G. CO.0f CLEVELAND 


— 


Originators and Sole Manufacturers of the 
nationally advertised Quick-pression Work 
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\, Says the Little Plumber 
There’s profit in handling the only line 
of brass-goods that is known to the general 
public by name. 
Mik. kerk 
m +t VOLO 
fr > 
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with order. 





Situations Open. 


WANTED—A FIRST CLASS PLUMBER, 

jobber, steady employment, $5.00 per 
day, non-union Must be sober, prefer 
married man Address Box 1073, ‘‘Do- 
mestic Engineering.’’ 


WAN TED—SALESMEN OF EXPERI- 

ence in plumbing line, handling terri- 
tory in Virginia and North Carolina. 
Give reference and salary expected. <Ad- 
dress RR. W R., “‘Domestt Eengineer- 


Situations Wanted. 
SITUATION WAN T E D—PLUMBER, 
thoroughly good mechanic: sober and 
reliable. Willing worker 3 per day. Ad- 
dress Wm. S., ‘‘Domestic Engineering.”’ 


POSITTION WADNTEHED—SUPERINTEND 


ent of plumbing and heating with years 
of experience close, conservative estima- 
tor, prepares plans and pect itions;: 
lean habits: desires to hangze location 
hy March 15th \ddres bbox 1074, “‘Do- 
mestic Kngineering.”’ 2-21 


POSITION WANTED — THOROUGHLY 

practical plumbing, steam, factory, mill 
and Mine supply man. Also expert Cata- 
log Builder Address S. M. W., care 
“Domestic Engineering.”’ 


POSITION WANTED PRACTICAL 
plumber and steam fitter of 24 years’ 
experience, now on road, wishes position 


as salesman ot plum? ing and heating 
material or as foreman Address Box 
1072, ““Domestic Engineering.’ 


9-14, 21, 22 





For Sale. 


FOR SALE—ONE OSTER 6 INCH PIPE 

machine in perfect condition at a bar- 
gain. Address Box 1068, *“‘Domestic En- 
gineering.”’ 1-31; 2-7, 14 


, 
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FOR SALE—TIN AND PLUMBING 


shoy Established twenty-three years. 
Sold on account of sickness. James 
Milton, Yuma, Arizona. 2-21, 28 


FOR SALE—PLUMBING AND HEATING 

business in a growing town of 18,000 
inhabitants in northern Alabama. “For 
further information write A. P. Smith & 
Son, Decatur, Ala. 1-31; 2-7, 14, 21 


FOR SALE—SOME SHARES OF STOCK 

in a concern manufacturing plumbing 
specialties, the leading one in the line, 
and one that has always made money 
This stock will pay 7 per cent annually. 
A mighty good investment that Is con- 
stantly tncreasing in value. For particu- 
lars address Box 1036, care ‘‘Domestic 
Engineering.” 


Miscellaneous. 
HEATING PLANS PREPARED—PRICES 
rensonable Thomas Tait, Consulting 


ca 


ingineer, Moline, Illinois. 2-14, 21, 28, 3-7 


Bly THE SALMINI ADJUSTABLE 


Candle Bracket Places light where 
wanted All mechanics want them. Send 
for circular Salmini Mfg. Co., Hoboken 
ee 


SELL YOUR SURPLUS COUPLINGS 
and fittings. Write us. The A. & J 
Mfg. Co., 557 W. Lake St., Chicago. tf. 


Books You Should Own. 


AIR VALVES FOR STEAM HEATING 

systems. By W. H. Wakeman, author 
of ‘“‘Engineering Practice and Theory.”’ 
Postpaid, 25 cents. 


DEAN'S SYSTEM OF GREENHOUSE 

Hieating by steam or hot water; used 
for vears; convenient and reliable; makes 
greenhouse heating estimating very sim- 
ple. Flexibbe cloth bound, 54%x7% in., 46 
pp Postpaid, $2.00 


lassified Advertisements |, 


Advertisements under this heading 4 cents per word per issue, address included. Send cash 
To insure insertion copy should be received not later than Wednesday afternoon. 
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TORY OF SANITATION, By J. J, 


Cosgrove History of the plumber's 
craft from the time of the primitive man 


up 


to our own day. 88 illustrations 


Bound in cloth; postpaid, $1.50. 


WROUGHT - PIPE DRAINAGE SYS.- 

TEMS. By J. J. Cosgrove. An invalu 
able aid to those who install iron pipe 
systems. Bound in cloth; 150 pages; 5% 
x8% in.; postpaid §2. 


“THE PRINCIPLES OF HEATING,” 


W 


ing 


illiarm G. Snow. 163 pages, 6x9. Heat- 
power of fuels, capacity of boilers, 


furnace tests, flow of steam in pipes, 


Vac} 
the 
and 


ium and vapor systems, are among 
subjects treated. Fully illustrated 
bound in cloth. Price $2.00, postpaid. 


PLUMBING ESTIMATES AND CON- 
mr cs wi tf C 


TRACTS. By 


. Cosgrove. Contains 


mucn Valuable information for the mas- 


ter plumber, pointing the way to con- 
duct the business of plumbing in busi- 
ness-like manner Bound in cloth: 210 
pages; 5%x8™% in.; postpaid, $5 


“THE SANITARY SEWERAGE OF 


BUILDINGS,” by Thomas 8S. Ainge. 
Written in a plain, straightforward way 
for the master plumber, as well as for his 


foreman and interested employes. 


Plumb- 


ing tests and sewage disposal are among 
the subjects treated. sound in cloth, 196 
pages. 5%xs. Price $1.50, postpaid. 


STANDARD HEATING SPECIFICA- 
TIONS AND CONTRACT BLANKS 


For 
heat 
forn 


low pressure steam and hot-water 
ing apparatus offers a dignified legal 
1 for specification proposal and con- 


tract tor the general use of steam and 


hot-waterfitters. Printed on linen paper; 
14xS% in.; 4 pages. Price of either steam 
or hot-water or mixed blank, 50 copies, 


$2.50 


Address: 
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445-447 Plymouth Court, Chicago 






































For 60 Years the Standard Steel Plate House Heating Boiler 


Dunning Boilers =a as te aes 


from every standpoint. 
Made from 1'% inch quartered oak. 
All joints tongued and grooved—held firmly together by 


two rustless steel 








GUARANTEED SIX YEARS 


rods, 


Dealers Wanted; write for information Write for particulars. 


N. Y. C. Iron Works Co. Box 68 Hagerstown, Md. COYNE & DELANY CO. Brookiyn, N. ¥. 


SEAT is the most satisfactory 



































Utica Soir Pires ™ BEST 





CAST IRON SOIL PIPE and FITTINGS 
CAST IRON STEAM FITTINGS 
PLUMBING SUPPLIES and LEAD PIPE 


CHARLES MILLAR & SON CO., Utica, N. Y. 
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Roughing-in House Drains 


complete guide to the work of roughing-in plumbing, from the digging of 
the sewer to the finishing length of the soll and vent stacks. giving each 
step to be taken and telling how and why it is done. 
184 Pages. Bound in Boards. Postpaid, 50 Cents 


845.447 Plymouth Court. CHICAGO 































What Do You Earn? 
Could You Earn More? 


Why certainly you could if your wasted evenings 
were spent on study under the directorship of 
Prof. Arthur Bateman, who has been a practical 
teacher for eleven years in four different institu- 
tions in two countries. 





SANITARY SCIENCE AND ENGINEERING 
SANITARY AND PLUMBING INSPECTION 


Only afew openings left, so write now, DESK 5. 


Anglo-American Sanitary Correspondence College 
10-12 W. Ontario Street, CHICAGO, ILL. 


(Courses in) 


PLUMBING 
HYGIENE 














Mention “Domestic Engineering” when writing advertisers. 




























